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Cforeword 


Cohee lighting is a part of the necessary equipment of every office, every school and 
hospital, and every commercial interior. In the office it reduces to a minimum the 

errors in typing and filing; in the school and hospital it protects the eyes of students 
and patients; in any commercial interior good lighting pays real dividends in greater 
physical comfort. 

The fundamental essentials of good lighting are the quantity of light, which assists in 
clarity and quickness of vision, and the quality of light, which prevents eye strain and 
fatigue. The correct quantity of light is dependent upon the use of proper size Mazda 
lamps in fixtures hung from outlets placed at correct intervals, at a proper height from the 
working plane. The quality of light is dependent upon proper diffusion, brought about by 
use of globes made of good quality glass of sufficient size and correct shape. 

In the design and manufacture of Full-O-Lite Units, the above essentials have been 
given first consideration. But, in addition, special features have been embodied, which 
make these fixtures stand out as leaders in the lighting industry :- 


DESIGN. In appearance, Full-O-Lite Units have been made to conform in color, 
decoration, and shape, to the best in modern decorative art. 


QUALITY. Full-O-Lite Units are carefully manufactured by skilled workmen from 
the best of materials. Type H Units in the Bronze F Line are made of No. 22 gauge brass; 
Type R, of No. 24. Bronze S Units are made of No. 22. 8-inch bronze holders are made of 
No. 18 gauge brass. Brass fixtures may be supplied in heavier gauge at slightly higher price. 

Vitro Units are about No. 14 gauge finished. 

FINISH. Full-O-Lite Vitro Units are made of steel, coated with three layers of 
porcelain enamel fused at 1600° to 1800°. Brass fittings supplied with these units are 
chromium plated. Both finishes are virtually permanent. They will not tarnish or discolor, 
and are not affected by the temperature of large wattage Mazda lamps. 


Brass fixtures are plated and lacquered with finest quality materials applied by 
experts. G Line fixtures may also be supplied in sprayed lacquer finish. 

OPERATION. Full-O-Lite Safety Screwless Holders (patented) furnished with all 
F Line Units, and Special Holders, furnished with the S Line Units, are made with fewer 
parts than any other safety holder on the market, thus eliminating the possibility of 
mechanical trouble. The ease of operating these units reduces to a minimum the time 
required in assembly and in lamp and globe replacement. 

EFFICIENCY. Full-O-Lite Units are supplied with opal globes of high efficiency. 
The light output is further increased by coating the inside of the holders with a reflecting 
medium. 

MAINTENANCE. The cost of maintaining the finish and mechanical efficiency of 
fixtures is often of greater importance than first cost. Full-O-Lite Units are carefully 
finished in durable porcelain enamel on steel or plated and lacquered brass. Vitro Units and 
Type H Bronze Units are provided with a felt gasket, which makes a soft, dust-tight 
contact between the holder cover and the globe. This feature reduces cleaning costs, 
eliminating the dust and insects which are found inside loose-fitting and open units. 


PRICES. Full-O-Lite Units are priced to meet the requirements of all users. 


FULL-O-LITE COMPANY, INC. 


F. W. L. FuLtterton 
President 


Ftow To Plan A Full-O-Lite Installation 


In order to provide a simple and accurate method of determining the size of lamp and the length of stem 
which should be used in any given installation, the following table has been developed, taking into account the 
spacing of outlets and the difference i in ceiling heights. The table has been calculated on the basis of one and 
one-half Watts per square foot, giving approximately ten to twelve foot-candles on the working plane with Full-O- 
Lite Units, depending upon the reflec ting property of the ceiling and wails. 


Table I AMAA MES LRV TTS Ea AVErage eure tee. 























Spacing of Outlets 
Ceiling + cee Gane Cee ; 
Heights Clearance Required 8’ x 8’ 10’ x 10’ 12’ x 12’ 14’x 14’ 16’ x 16’ 18’ x 18’ 20’ x 20 
64 Sq. Ft. 100 Sq. Ft. 144 Sq. Ft. 196 Sa. Ft. 256 Sa. Ft. 324 Sq. Ft. | 400 Sq. Ft. 
Close-up—no | : ae oe ; 
10’ 8’ 6”  |stem or Chain| -100W. 150W. 200W. | 300W. 300W. 500W. 500W. 
10’ 6” a aa 3” LOOW. 150W, 200W. | 300W. 300W. 500W. 500W. 
Vane ee y” LOOW. I50W. 200W. 300W. 300W. 500W. 500W. 
| Oe Q/ 
12/ 6” ge” | 15” 150W, 2OOW, 2O0W, 200W, 400W. 500W. 500W. 
13’ 10’ | | 
13” 6” 10’ owe | re i . y ) f } T = ] y 
mn ore 24 | 150W. DOOW, 200W, 400W. 400W, 500W. 750W. 
14 6” 10’ 6” | 
el oe TL Ly 97” | 200W. 200W. 300oW. | 400W, 500W. 500W. | 750W. 
16’ 12’ 
16’ 6” 12’ | | 
17’ 12’ 6” ay Frat re. mere tr Beant ‘ 
ee a 33 200W. 300W. 300W, 400W. 500W. 500W. | 750W. 
19’ 13’ 6” | 




















The above table is for direct lighting, using Full-O-Lite enclosing globes. For total indirect lighting, the above 
values should be multiplied by 2; for semi-indirect lighting, by 14. 


(Thus, for a 12 ft. ceiling, outlets spaced 12 ft. apart, the wattage recommended for direct lighting is 200; for 
indirect lighting, 200 x 2, or 400 Watts; for semi-indirect lighting, 200 x 114, or 300 Watts.) 


The light supplied by Full-O-Lite Units, using the lamps recommended above, will be found satisfactory for 
use under average conditions in offices, restaurants, hotel lobbies, school classrooms and public halls. For other 
interiors, the following table will be found useful in determining the correct lamp sizes. Multiply the ““Watts 
Recommended”, found in the above table, by the factor in the table following: 


Table II.—Factors for Commercial Interiors (to be used in connection with Table I above). 


ATICICOLICLIN Sa eet ee arene Vy Hotels Schools 

BarbéemShopsaesexee ise 1% Lobby and Kitchen... Auditorium yesnets ae 4 or 4 

Departmentiotores sane er 14 Bedrocinsaene: ss 1 or + 3% Class and Study Rooms. 1 

Deatting Ooms as 2% COIridOt sat ae eee eee Vy, Corridors and Stairs..... % 

Halls and Dining Room... .24 or \% Drawing Roonisaaee 2% 
Passageways........4or 4 Library Laboratory ore 

Hospitals Reading Room: a oa! Manual Training.......1% 
Wards. . Set wenn eee CAC OOS wei 4 Sewing Rooms..........24% 
Operating Rootes eee 14 Offices Toilet and W ashrooms. 4% 

Restaurants 104 ae ee I Closes W orka... ee lS 

SNOWGINOOMS tae nee 14 No CloseaVVorke I 


Reflection Factors of Colored Surfaces 


The amount of light reflected by walls and ceilings of various colors has an important bearing on both the 
natural and the artificial illumination. The Full-O-Lite Company strongly recommends the use of either White, or 
Ivory-White, both of which have high reflection factors, for use on ceilings and upper walls. Reflection factors of 
various colors follow: 


Whitec ss eeaeiace ls chalk weer 8. cect 81% CoPa Vomit a hr eds AA eee ee lee 46% 
Tvory= Vin te ieee ee ie ate 76% a ees eee en Pee Ti 37% 
Lvoryie ee coe a ee eats ire tls 72% SUG PUSH Co ee ae Seer ee Riv, 
Pearl rays eigen aut tlie) 70% COCOd DU be fOW Haat seen meee eae ora 209, 


Burtt ets ies ee ha dare Aa AR Ah Rei Sie nds 59% Olives Greeti ee Aare, pester eet ee ee 14% 


Flow To Order 


1. In compiling the catalog numbers of fixtures and glass, the following letter and numeral combinations 
have been used: 


SAFETY SCREWLESS HOLDERS 


F.C. —Full-O-Lite Close-up 

F.P. —Full-O-Lite Chain Pendant 

F.S.P.—Full-O-Lite Semi-Rigid Pendant 

S.C. —Special Full-O-Lite Close-up 

S.P. —Special Full-O-Lite Chain Pendant 
S.S.P.—Special Full-O-Lite Semi-Rigid Pendant 

Letter ‘““O” after the above denotes ‘‘ornamental fixture’’. 


Screw Type HoLtpers 


G.C. —Close-up with screw type holder 
G.P. —Chain Pendant with screw type holder 


HoLpDER SIZES 
400—4-inch fitter (med. base receptacle) 
soo—s-inch fitter (med. base receptacle) 
600—6-inch fitter (med. base receptacle) 
660—6-inch fitter (mogul base socket) 
880—8-inch fitter (mogul base socket) 
“H”’ or “R” after the above indicates the shape of canopy and cover. 


GLoBEs.—numebers composed of four digits. 


EXAMPI.ES 
6316 4508 
6— 6-inch fitter 4— 4-inch fitter 
3—300 line 5—500 line 
16—16 inches diameter 8— 8 inches diameter 


If glass is to be supplied with decoration as shown, the letter ““D”’ will follow the glass number, as “6316-D.”’ 


2. When ordering, always specify: Furst, the number of units required; second, the holder number and 
type; third, the glass number; fourth, the finish; fi//h, the length of chain or stem; szxth, canopy switch if required, 
and seventh, the list price. 

ExamPLe.—so—F.S.P.O. 600-H /6316-D Vitro-white with 9’’ stem, and canopy switch at $25.20 each list. 


3. State clearly how the goods ordered are to be shipped, whether by freight, express or otherwise. If there 
is any preference for a certain route, it should be mentioned on the order, otherwise order will be shipped by freight. 


4. Great care 1s used in filling orders promptly, packing goods properly and obtaining receipts from carriers 
for delivery in good condition. We cannot, therefore, be responsible for goods damaged or lost in transportation. 
All possible precautions, however, will be used to prevent injury or delay and if requested shipment will be traced. 


5. All claims concerning the shipment of goods must be made within one week after their receipt. 
6. When referring to orders always give the number and date of your order. 


7. Orders from persons unknown to us, unless properly rated by commercial agencies, should be accompanied 
by draft or business reference. On C.O.D. shipments an amount equivalent to 25% must accompany your order, 


balance C.O.D. 
8. We cannot be responsible for delays due to strikes, fires, accidents, or other causes beyond our control. 


9. Terms, F.O.B., New York, N. Y. 


Fuii-O-Lire Company, Inc. 
296 Broadway, N. Y. C. 


Sectional Utew of the Full-O-Lite Type FF 
Safety Screwless Ftolder 


for 


KNOCK-OUT is 
switch. 


provided canopy 


CANOPY fits tightly against the ceiling, 
held in place by threaded Knurled Ring. 


KNURLED RING facilitates dropping of 


canopy when making connections. 


BALL AND SOCKET JOINT (PATENTED) 
provides swivel connection for semi-rigid 
fixtures, permitting them to hang straight. 
These fixtures may swing thru an arc of 60°. 


TUBING, supplied in various lengths, 
completely encloses the wires, as if in a 
conduit system, 


LOCKING DEVICE (PATENTED) holds 
cover tightly against the neck of the globe, 
making fixture dust tight. 


COVER is easily raised to permit removal of 
globe for relamping, by turning locking 
device. 


FELT GASKET provides soft, dust tight 
contact between cover and flange of globe. 


OPERATION 


To attach globe, raise outside 
cover of holder and tilt globe 
about 30 degrees, Me it over 
supporting ears, then lower out- 
side cover until it rests on globe. 
Turn locking device. 

The high shoulders on the sup- 
porting ears prevent globe from 
slipping out of place even when 
cover is raised. The globe cannot 
be jarred loose. 
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Showing Operation 
of Type S Holder 


STRAP HICKEY{is adjustable over a length 
of 2”’ to allow for various types of outlets. 
It eliminates cutting of nipple. 


244" NIPPLE, having a large wireway, has 
a running thread over its entire length 
allowing easy adjustment of hickey. 


LOCKNUT locks nipple and hickey together 
to prevent turning after adjustment of 
hickey has been made. 


RECEP CA CI aM OLIN BENG 
(PATENTED). Receptacles are mounted 
in this position unless it is necessary to use 
focusing bridge to bring the filament of the 
lamp to the correct position in the enclosing 


globe. 


SAFETY SCREWLESS HOLDER (FULL- 
O-LITE PATENT) of simple construction, 
holds the globe safely in position without the 
use of screws. 


FOCUSING BRIDGE (PATENTED) 
allows adjustment for correct lamp pon 
of various size lamps in globes of different 


depths. 


PORCELAIN RECEPTACLES, of one 
piece design, held in position by two screws 
which prevent turning when lamp is inserted. 


\ 
\ 
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F.S.P. 600-R/6114 


Type H Fixtures are made of No, 22 gauge brass. Furnished with No. 20 gauge brass on special 


order. 


Bronze FF Line 


SHOWING THE 100 SHAPE GLOBE 


Full-O-Lite Brass Fixtures are scientifically de- 


signed to give a maximum light, pro 
They are carefully manufactured from 


perly diffused. 
the best 


materials and are plated and lacquered by experts. 
The standard finishes are dark bronze and coin bronze. 
Dark bronze is a rich durable finish of neutral tone. 
Coin bronze harmonizes with the fine hardware and 
bronze of the best interiors. Fixtures will be furnished 
in other colors on special order. 





F.P. 600-R 6114 


Holders are made dust-tight with felt gaskets. 
Type R Fixtures are made of No. 24 gauge brass. They are not provided with felt gaskets or 
locking device. 
Globes are highly efficient and shaped for proper light diffusion. They are of smooth con- 
tour and easily cleaned. 


F.C. 600-R /6112 





pomeranian natin 


F.P.O. 600-H /6114-D 


¥ re 
Ss oe Wigs 





F.S.P.0. 600-H /6114-D 


F.C.0. 600-H/6112-D_ 


Prices include porcelain receptacles and Rockbestos asbestos wire. 


Fixtures are not assembled, except on special order. 







































































List Price of Holder Only List Price of Glass Only Approx. Wt. 
Holder Glass ee E = SS oda 
8) 
Number Number Holder Type H Type R No, 4108 No. 4110 | No. 6112 | No. 6114 | No. 6116 Bg nae 
nches , ; : x8 Lox 4x9 6x7 Vo } 6x12x914 | 6x14x101% | 6x16x1134 | Ro 

Ee oe poe sei 50-100W | 100-150W 150W 150-200W *300W + | | eroider Glace 

F.C 400] 4108 6 SOTO Ss 10m ese SOR S200 8 ol 20 ma ec) oe 12)| ei 45 
E.P 400] 4110 | 24 2.90 3.30 2.60 500 ai eee SU: 70b te ee oe ee toe 12| 24 | 48 
F.S.P. 400} 4110 24 4.30 4.70 4.00 AAC) Wee See 1:70 do sin lee ee 12| 24 | 48 
F.C 600| 6112 6% | 2.90 3.40 2.70 SO) aN Reta OSs Oe Les $9,007 1) 12| 924 60 
F.P. 600] 6114 24 3.10 3.60 2.80 5°50) REN ee Mn he phd onl ent ei $4.00 |........ 12| 28 | 72 
F.S.P. 600] 6114 24 4.60 5.10 4.20 APT) GR Eee MOM ie ot vep wt d| eee Bt ote 4 O0ealee eee 12| 28 72 
F.C. 660] 6116 tele A Bouts OO es 0,20 Mes. 70 Me eee en ae A -....| $5.20 | 12| 27 | 120 
F.P. 660} 6116 24 3.60 4.10 3.30 V5 Ruel es Sta Cee al Rte: LAE Lc me 5.20 | 12] 31 | 120 
F.S.P. 660] 6116 | 24 5.10 5.60 4.70 B20 ol i wie uaeamaletiececiecalacs cocaeldu 2s0de sili 6-20 RIEL IMS lemon 
hr sine, eee yt for fixtures numbered 600 ane 660, knobs and breakers, for the above can be supplied at additional list as follows: Crown, 

Mogul Sockets furnished with fixtures numbered 660. 

F.C.O. 600] 6112-D] 6%]! 6.10 6.60 90 SAO eee ee 4 ‘ ; 
F.P.O. 600] 6114-D | 24 6.30 6.80 00 UTE Ano Ae eee St ae wt W38705. | en a ie 2 
F.S.P.O. 600] 6114-D | 24 8.40 8.90 00 EVES BY, Ne a ORR Ream e he 6:70), |e gee 12| 49 72 
F.C.O. 660] 6116-D | 6% | 6.60 7.10 AO 6.90 eee ; "$40; 1-12. | 4d 
F.P.O. 660} 6116-D | 24 6.80 7.30 50 7.00 ee ee eee ee cee. ee ee 8490 | 12) 49 | 120 
F.S.P.O. 660| 6116-D | 24 8.90 | 9.40 Oto 00 ates eee. © oy | eee 8.40 |12| 52 | 120 























Levolier canopy switch furnished to match fixtures at $1.00 list. 
Additional tubing, dark bronze finish, and wire at $.80 per foot list; coin bronze at $.90 per foot list, in lengths of 3, 9, 15, 21, 27 and 33 inches 


Additional chain, dark bronze finish (on steel) and wire at $.30 per foot list; coin bronze (solid brass) at $.50 per foot list 


Focusing Device supplied at $.20 list additional. 
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Prices Subject to Change Without Notice. 



















F.S.P. 600-H/6114 





F.C. 600-H /6112 


F.P. 600-H (6114 


‘Uitro FF Line 


SHOWING THE 100 SHAPE GLOBE 


The Vitro Line is particularly appropriate for Stores, 
Offices, Schools, Hospitals, Barber Shops or any place 
where cleanliness and good light are of first impor- 
tance. The fixtures are made of steel coated with 
three layers of porcelain enamel, fused at approxi- 
mately 1800 degrees. The finished product is about 
No. 14 gauge. Brass parts of semi-rigid fixtures are 
chromium plated. These fixtures are acid resisting 
and will not check, peel, tarnish, rust or discolor. 
‘They are sanitary and easy to keep clean. The finish 
is permanent and is not affected by the temperature of. 
large wattage lamps. 


Made in White, Ivory or Brown; other colors on 
special order. 


Full Chromium plated fixtures, except chain type, can be furnished at same price as Vitro. 
Chain fixtures shown are equipped with nickel plated chain and fittings. Canopy and holder 
cover are of Vitro. 


Globes are highly efficient and shaped for proper light diffusion. They are of smooth con- 
tour and easily cleaned. 


F.C.O. 600-H /6112-D 


F.P.O. 600-H /6114-D 
















Prices include porcelain receptacles and Rockbestos asbestos wire. 
Fixtures are not assembled, except on special order. 


F.S.P.0. 600-H 6114-D 

















List Price of | List Price of List Price of Glass Only Approx. Wt. 
fength eae Holder % & | PerStd. Pek., 
Holder Glass of Caminlete Only 3. | Pounds 
Number Number | Holder, No. 4108 No. 4110 No. 6112 No. 6114 No. 6116 a8 
Inches ; ; 4x8 16x7 4x9 16x7 4 6x12x9 14 6x14x10% 6x16x1134 | Ao 
White, Ivory | White, Ivory | 50-100W 100-150W 150W 150-200W 300W Holder |Glass 
or Brown or Brown 
RG 400 | 4108 6 $4.70 $3.50 $1.20 Dee er AS AOL BTA oe ines |. cea eee 12 28 45 
EEE 400 | 4110 24 6.20 4,50 seer NOCH IE $1.70 12 32 48 
F.S.P. 400 | 4110 24 7.20 5.50 1.70 tae re hoe aN 12 32 48 
LEG: 600 | 6112 6% 6.90 4.00 $2.90 tite 12} 34 60 
ERP. 600 | 6114 24 9.C0 5.00 $4.00 12 38 72 
F.S.P. 600 | 6114 24 10.00 6.00 4.00 ee a 12 38 72 
EG: 660 | 6116 6% 9.70 4.50 $5.20 12 3d 120 
Bees 660 | 6116 24 10.70 5.50 5.20 12 4] 120 
F.S.P. 660 | 6116 24 11.70 6550 Saree eee eae nes | eee mre eel | ree cee ee Ae Pee, 5.20 12 41 120 






































Chromium finished 6-inch crowns, knobs and breakers, for the above, can be supplied at additional list as follows: Crown, $2.50; Knob, $1.40; Breaker, $.80 
Mogul Sockets furnished with fixtures numbered 660. 





F.C.O. 600 | 6112-D 
F.P.0O. 600 | 6114-D 
F.S.P.O. 600 | 6114-D 
F.C.O. 660 | 6116-D 
F.P.0O. 660 | 6116-D 
F.S.P.O. 660 | 6116-D 








12.80 
15.60 
17.40 
16.80 
17.80 
19.60 





7.90) 
8.90 
10.70 
8.40 
9.40 
11.20 











4.90 








8.40 
8.40 





52 60 
56 72 
59 72 
55 120 
59 120 
62 120 








Levolier canopy switch furnished to match fixtures at $1.00 list. 
Additional tubing, Vitro-finish, and wire at $1.30 per foot list in lengths of 3, 9, 15, 21, 27 and 33 inches. 


Additional chain, nickel finish, and wire at $.30 per foot list. 
Focusing Device supplied at $.20 list additional. 


Prices Subject to Change Without Nettce. 
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P.S.P. 600-H_ 6316 
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P.P. 600-H 6316 F.P.O. 600-1 6316-D 
Type H Fixtures are made of No. 22 gauge brass. Furnished with No. 20 gauge brass on special 


order. 


Bronze Fi Line 


SHOWING THE 300 SHAPE GLOBE. 


Full-O-Lite Brass Fixtures are scientifically de- 
signed to give a maximum light, properly diffused. 
They are carefully manufactured from the best 
materials and are plated and lacquered by experts. 
The standard finishes are dark bronze and coin bronze. 
Dark bronze is a rich durable finish of neutral tone. 
Goin bronze harmonizes with the fine hardware and 
bronze of the best interiors. Fixtures will be furnished 
in other colors on special order. 


Holders are made dust-tight with felt gaskets, 
Type R Fixtures are made of No. 24 gauge brass, They are not provided with felt gaskets or 
locking device. 
Globes are highly efficient and shaped for proper light diffusion. They are of smooth con- 
tour and easily cleaned. 


F.C, 600-H 6316 


Prices include porcelain receptacles and Rockbestos asbestos wire. 











F.S.P.0. 600-H 6316-D 


F.C.O. 600-H_/6316-D 





Fixtures are not assembled, except on special order. 




































































List Price of Holder Only List Price of Glass Only (1 and 3 Layer) ~ » | Approx. Wt 
Holder Cies Hength + = = 8 2 ee Pkee 
Number Number Holder, YES RES No.5310 No. 5314 No. 6316 No. 8320 eo pe 

nches : ste : San 5x9 lox7 Le 5x12 3x9 14 6x1415x1014 8x20x1334 a4 | nee RS 
Beis’ |p Mase) etal t Gheneary Ceri 100-200W 200-300W 500-750W |” | Holder a 

= US B\U so 
eG 500} 5310 6 $2.80 | $3.20 | $2.60 | $3.00 | $1.70 | $2.30 eat he O) p> Ss 12 22 48 
F.P. 500] 5314 | 24 3.00 | 3.40 | 2.70 | 3.10 $4.00 | $5.30 AQCIE SG] 5 #112) 25 | 70 
F.S.P. 500} 5314. | 24 4.50 | 490 | 4.10 | 4.50 | ¢ » | 4.00] 5.30 eth) Pe wae 19) ORT e70) 
eC, 260016316 61 640) 2.904] 13-400 2-70 fe 20 ame | enn eee |e $5.20 | $7.20| 42] 9 | 12] 24 | 80 
F.P. 600} 6316 | 24 S105) 3.60 ne, S0 i 5.50 iene * z 5.20 | 7.20 | 26 S 112| 98 80 
F.S.P. 600] 6316 | 24 4.605))5.100 1420 | 4.70 see aN 8 | 5.20] 7.20| & * |12| 28 | 80 
EC 660} 6316 6% 3.40 3.90 3.20 3.70 5 & Sv z 5.20 | 7.20 | oe 12 27 80 
F.P. 660] 6316 | 24 3.601 4.10 | 3.30 | 3.80 1 o eh eee Ae 5.20.17 7.20 Datos eat 80 
F.S.P. 660) 6316 24 5.10 5.60 4.70 5.20 a ae pL se 5.20 | 7.20 PA || Sa 80 
F.P. 880 8320 | 24 7.50 |-8.00} 7.20 | 7.70 | 3% ros nite Boe Roan See eee $16.00 |$22.00 | 12 | 47 | 170 
F.S.P. 880) 8320 24 9.50 | 10.00 9,20 9.70 or) i CAD cee chars tGl| erent 16.00} 22.00 | 12 47 170 
P00 eRe ay ha Desk Poo fixtures numbered 600 and 66C, knobs and breakers, for the above, can be supplied at additional list as follows: Crown 

Mogul Sockets furnished with fixtures numbered 660 and 880. 

F.C.O. 600) 6816-D} 6% 6.10 6.60 5.90 6:40) epee coal Neier peel ret eee T3250 BELS/00))| sae Pee ae 12 52 80 
F.P.O. 600] 6316-D} 24 6.30 6.80 6.00 6250 lee a |e eee as ee | ee 13.500 ELS: 00 | Seen eee 12} 56 80 
F.S.P.O. 600} 6316-D} 24 8.40 8.90 8.00 S50 ail eee all geeretan| eamera ane 5-505) 83:00) eee 12 59 80 
F.C.O. 660} 6316-D|} 6% 6.60 7.10 6.40 6.90. ee rts eee ee ee eee ee: PS: DURES: 00)\o eee | eee 12 55 80 
F.P.O. 660} 6316-D| 24 6.80 7.30 6.50 Ta QO eels Rca eel | ere a ee ee 13 5OR8LS 003] Seeeeeee | eee 12 59 80 
F.S.P.O. 660} 6316-D| 24 8.90 9.40 8.50 9.00 jh Rera Sale cea ibe eee eee 13.5051 S:00) seen | eee 12 62 80 























Levolier canopy switch furnished to match fixtures at $1.00 list. 
Additional tubing, dark bronze finish, and wire at $.80 per foot list; coin bronze at $.90 per foot list, in lengths of 3, 9, 15, 21, 27 and 33 inches. 
Additional chain, dark bronze finish (on steel) and wire at $.30 per foot list; coin bronze (solid brass) at $.50 per foot list. 


Focusing device supplied at $.20 list additional. 











Prices Subject to Change Without Notice. 
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F.S.P. 600-H 6316 


tance. 


‘Ustro 


Line 


SHOWING THE 300 SHAPE GLOBE 


The Vitro Line is particularly appropriate for Stores, 


mately 1800 degrees, 
No. 14 gauge. 
chromium plated. 
and will not check, peel, 
They are sanitary and easy to keep clean. 
is permanent and is not affected by the temperature of 
large wattage lamps. 


Made in White, Ivory or Brown, other colors on 
special order. 


F.P. 600-H 6316 


Offices, Schools, Hospitals, Barber Shops or any place 
where cleanliness and good light are of first impor- 
The fixtures are made of. steel coated with 
three layers of porcelain enamel, fused at approxi- 
The finished product is about 
Brass parts of semi-rigid fixtures are 


These fixtures are acid resisting 


tarnish, rust or discolor. 


The finish 


u 


F.P.O. 600-H_ 6316-D 


ys 




















Full Chromium plated fixtures, except chain type, can be furnished at same price as Vitro. 


Chain fixtures shown are equipped with nickel plated chain and fittings. Canopy and holder 


cover are of Vitro. 


Globes are highly efficient and shaped for proper light diffusion. They are of smooth con- 


tour and easily cleaned. 


F.C, 600-H 6316 


Prices include porcelain receptacles and Rockbestos asbestos wire. 


Ww 
wer 





F.C.O, 600-H '6316-D 


eed lat 


V.S.P.0. 6060-11 6316-D 




































































Fixtures are not assembled, except on special order. 











List Price of Holder : : s List Price of Glass Only (1 and 3 Layer y. x. Wt. 
Length | apd Glass | East Priest fs i zy |pamct pes. 
Holder Glass at omplete : 3S Pounds 
Number Number | Holder, No. 5310 No. 5314 No. 6316 No. 8320 33 
Inches} 4-Layer 3-Layer |White, Ivory a “xl a ane a te Oates. Benes Oe 
Glass Glass or Brown te 7 ALIS SDE valle ANE Holder |4}-3" 
inte. 500 | 5310 6 $5.50 $6.10 $3.80 $127 On 2.500 eee eee LOE Gall ny All 12 29 48 
FP. 500| 5314 ‘| 24 8.30 | 10.10 4.80 $4.00 | $5.30/P eR e|E =e] 5 129133" 2070 
F.S.P. 500] 5314 24 | 9D SOR 0: 5.80 2 4.00] 5.380 ARO IRS Eo o PAN) Alpe 33 70 
F.C. 600 | 6316 6% 9.20 11.20 4.00 & 2 2 $5.20 | $7.20] oS | SS | 12] 34 | 80 
F.P. 600) 6316 | 24 10.20 12.20 5.00 © & st Behl 5,201.5 7520)| feo So ieas seen 
F.S.P. 600} 6316 24 11.20 13.20 6.00 © ©) Ye = B20 iecUuee A , 12 38 80 
F.C. 660 | 6316 6% 9.70 11.70 4.50 2 D SS i O20 20 ; 1 Pe 37 80 
F.P.  660| 6316 | 24 10.70 | 12.70 5.50 4 = s © | 5.20] 7.20 12| 41 | 80 
F.S.P. 660] 6316 | 24 11,70 0113.70 650 | & | 2 | 3B | & | 5.20] 7.20 19/410) 80 
[lee 880 | 83820 24 26.00 32.00 10.00 & Se = Poe We See Eats sb $16.00 |$22.00 | 12 aye 170 
F.S.P. 880) 8320 24 28.00 34.00 12.00 a yay AN Alene dicen 16.00} 22.00 | 12 57 170 
Chromium finished 6-inch crowns, knobs and breakers, for the above can be supplied at additional list as follows: Crown, $2.50; Knob, $1.40; Breaker, $.80 
Mogul Sockets furnished with fixtures numbered 660 and 880. 
F.C.O. 600} 6316-D 6% 21.40 25.90 C390 ete MRO ARSMOO. so nally pone 12 52 80 
F.P.0. 600} 63816-D | 24 22.40 26.90 | 8.90 13.50 | 18.00 12 56 80 
F.S.P.O. 600 | 6316-D | 24 24.20 28.70 | 10.70 13.50 | 18.00 12 59 80 
F.C.O. 660 | 6316-D 6% 21.90 26.40 | S40 0 alae | 13.50 | 18.00 12 55 80 
F.P.O. 660] 6316-D | 24 22.90 27.40 D AO Cid | tetteoe | oienreee | tee 13250701300) eee | eee 12 59 80 
F.S.P.O. 660 | 6816-D | 24 24.70 29.20 LY 20 ey | res | See | eee are eae 13:00 4018/00) eee | eee 12 62 80 
































Levolier canopy switch furnished to match fixtures at $1.00 list. 


Additional tubing, Vitro-finish, and wire at $1.30 per foot list in lengths of 3, 9, 15, 21, 


Additional chain, nickel finish, and wire at $.30 per foot list. 


Focusing Device supplied at $.20 list additional. 
Prices Subject to Change Without Nottce. 
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27 and 33 inches. 





F.S.P.600-H/6716 





ogee: 


‘Type H Fixtures are made of No. 22 gauge brass. Furnished with No. 20 gauge brass on special 
order. — 





Bronze SF Line 


SHOWING THE 700 SHAPE GLOBE 





Full-O-Lite Brass Fixtures are scientifically de- 
signed to give a maximum light, properly diffused. 
They are carefully manufactured from the _ best 

_materials and are plated and lacquered by experts. 
The standard finishes are dark bronze and coin bronze. . 
Dark bronze is a rich durable finish of neutral tone. 
Coin bronze harmonizes with the fine hardware and 

_ bronze of the best interiors. Fixtures will be furnished 
in other colors on special order. 





FP. 600-H /6716 





F.P.O, 600-H /6716-D 





F.S. P.O. 600-H /6716-D 














Holders are made dust-tight with felt gaskets. — “4 
Type R Fixtures are made of No. 24 gauge brass. They are not provided with felt gaskets or 
locking device. / 
Globes are highly efficient and shaped for proper light diffusion. They are of smooth con- 
tour and easily cleaned. ; Ke 
F.C, 600-H /6714 F.C.O. 600-H /6714-D ; 
Prices include porcelain receptacles and Rockbestos asbestos wire. Fixtures are not assembled, except on special order. 
List Price of Holder Only List Price of Glass Only eae Approx. Wt. 
Length 5 & |Per Std. Pkg., 
Holder Glass of Ue Pounds 
Number  |Number |Holder,| Type H Type R No. 4710 No. 5714 No. 6714 No. 6716 No. 6718005 |. 
Inches ; : : : 4x9 14x7 lo 5x12 34x9 Ye | 6x123¢x91¢ |6x143¢x101% |6x16144x1014 | Ho 
Bes ad Coin | Dark | Coin | s509-100W 100-200W | 100-200W | 200-300W | 300-500W Holder |Glass 
ronze | Bronze | Bronze | Bronze 
Ke Ge 400 | 4710 6 $2.70 |$3.10 |$2.50 |$2.90 DLE O RP Tl ee 0 Re een aie 12 21 oD 
bees 400 | 4710 24 2.90 | 3.30 | 2.60 | 3.00 Lil O-E doth, EA eee A ee aes | NE Re ern yy 24 35 
BS. P4005 4710 24 4.30 | 4.70 | 4.00 | 4.40 17 Ode Shee oo RE nr I Bs Ae EME CoN 12 24 39 
F.C, 500 | 5714 6 PAW || PA) ||) PAGO) | Saye) $4.00 2 22 65 
Halos 500 | 5714 24 SOLO) 21) ake) | PAO NIKO | eo de ow LIAO lp eac ten} Sen Ne | meee, vie me eT ieee ihe 25 65 
Hee OOO FS 74: 24 4.50 | 4.90 | 4.10 } 4.50 4.00 ee 12 25 65 
Bee 600 | 6714 Ae | EOD | SeLATOY HAO) OGRA [enw ae cnae uogilokeacunes se $4.00 er: Oe il 24 65 
Hebe 600 | 5716 24 Damn OUMIe2 SOM ooU ee $5.20 12 28 f(s) 
F.S.P. 600 | 6716 24 A607 orl OB) 4: 20M As Ose eee eee 5.20 <p eee. eeivc See l 28 ao 
i.C. 660 | 6718 CUAaeo ON eocOOs. 2OmieoarO A $8.10 12 De 115 
Ba 660 | 6718 24 BOO Mi eAe LO mea. o0m SoU) 8.10 2 31 115 
F.S.P. 660 | 6718 24 De LO mie. O0) mle en mimeo) 8.10 12 31 115 















































Antique gold finished crowns for fixtures numbered 600 and 660, knobs and breakers, for the above, can be supplied at additional list as follows: 


$2.00; Knob, at $1.20, and Breaker at $.60. 
Mogul sockets furnished with fixtures numbered 660. 


Crown, at 





F.C.0. 600 | 6714-D} 
F.P.O. 600 | 6716-D 
F.S.P.0. 600 | 6716-D 
660 | 6718-D 
660 | 6718-D 
F.S.P.0. 660 | 6718-D 


HG.O, 
H.P.O. 





61% 
4 
24 

61% 
24 
24 





6.10 | 6.60 
6.30 | 6.80 
8.40 | 8.90 
6.60 | 7.10 
6.80 | 7.30 
8.90 | 9.40 








5.90 | 6.40 
6.00 | 6.50 
8.00 | 8.50 
6.40 | 6.90 
6.50 | 7.00 
8.50 | 9.00 














6.70 











25.00 _ 


25.00 
25.00 








42 65 
16 fix 
{ io 
15 LES 
49 L15 
52 115 








Levolier canopy switch furnished to match fixtures at $1.00 list. 
Additional tubing, dark bronze finish, and wire at $.80 per foot list; coin bronze at $.90 per foot list iu lengths of 3, 9, 15, 21, 27 and 33 inches. 


Additional chain, dark bronze finish (on steel) and wire at $.30 per foot list; coin bronze (solid brass) at $.50 per foot list. 
Focusing Device supplied at $.20 list additional. 


Prices Subject to Change Without Notice. 


















F.S.P. 600-H /6716 





Prices include porcelain receptacles and Rockbestos asbestos wire. 


Full Chromium plated fixtures, except chain type, can be furnished at same price as Vitro. 
Chain fixtures shown are equipped with nickel plated chain and fittings. Canopy and holder 


‘Untro FF Line 


SHOWING THE 700 SHAPE GLOBE 


The Vitro Line is particularly appropriate for Stores, 
Offices, Schools, Hospitals, Barber Shops or any place 
where cleanliness and good light are of first impor- 


tance. 


The fixtures are made of steel coated with 


three layers of porcelain enamel, fused at approxi- 
“mately 1800 degrees. The finished product is about 


No. 14 gauge. 
chromium plated. 


Brass parts of semi-rigid fixtures are 
These fixtures are acid resisting 


and will not check, peel, tarnish, rust or discolor. 
They are sanitary and easy to keep clean. The finish 
is permanent and is not affected by the temperature of 
large wattage lamps. 


Made in White, Ivory or Brown, other colors on 
special order. 


F.P. 600-H 6716 


cover are of Vitro. 


Globes are highly efficient and shaped for proper light diffusion. They are of smooth con- 


tour and easily cleaned. 


F.C. 600-H /6714 











F.P.O. 600-H /6716-D 


F.C. 
















O. 600-H /6714-D 








F.S.P.0. 600-H 6716-D 








Fixtures are not assembled, except on special order. 















































List Price of List Price List Price of Glass Onl A x. Wt., 
Cength |e Holder J Ee Persea: Pkg. 
Holder Glass of Complete DY : é A , A i Ux Pounds 
Number Number | Holder, No. 4710 No. 5714 No. 6714 No. 6716 No. 6718 ee 
Inches =e a 4x9 144x719 | 5x123¢x9% | 6x1234x91% | 6x1434x10% | 6x16 114x104 | Ho 
White, Ivory | White, Ivory | 50.100W 100-200W | 100-200W | 200-300W | 300-500W Holder |Glass 
or Brown or Brown 
Hae 400 | 4710 6 $5.20 $3.50 $1.70 12 28 35 
1 oa 400 | 4710 24 6.20 4.50 1.70 12 32 35 
F.S.P. 400 | 4710 24 1.20 5.50 1.70 ee ee Ww 32 35 
Hee: 500 | 5714 6 7.80 3.80 $4.00 12 29 65 
Hee 500 | 5714 24 8.80 4.80 4.00 12; 33 65 
eS: La OOO MEO (14: 24 9.80 5.80 4.00 Sh kc MEA e eee. 12 33 65 
Hee 600 | 6714 6% 8.00 4.00 SS Ae Le $4.00 ae e 12 34 65 
Hee? 600 | 6716 24 10.20 5.00 A, Seah ae $5.20 Pe 38 75 
F.S.P. 600 | 6716 24 11.20 6.00 5.20 12 38 105: 
HAG: 660 | 6718 6% 12.60 4.50 $8.10 12 37 115 
Hee 660 | 6718 24 13.60 5: DO Re ale eee: | oes 8.10 12 4] 115 
F.S.P. 660 | 6718 24 14.60 6.50 8.10 12 41 115 
Chromium finished 6-inch crowns, knobs and breakers, for the above, can be supplied at additional list as follows: Crown, $2.50; Knob, $1.40, Breaker, $.80 
Mogul sockets furnished with fixtures numbered 660. 
F.C.O. 600 | 6714-D 6% | 14.60 7.90 | di bstal ols Leen se: ale. 6.70 ees 12 52 65 
F.P.O. 600 | 6716-D | 24 | 17.30 | 8.90 Peete | 8.40 12 | 55 75 
F.S.P.0. 600 | 6716-D | 24 | 19.10 | 10.70 |. ie op S40" 1. ce ena 12: eebO ere 75 
F.C.0. 660 | 6718-D 61% 33.40 8.40 oe | 25.00 12505 WIPES 
F.P.0. 660 | 6718-D | 24 34.40 9.40 |. | 25.00 | 12] 59 | 115 
F.S.P.0. 660 | 6718-D | 24 | 36.20 11.20 25.00 12 | 62 | 115 








| 
| 














Levolier canopy switch furnished to match fixtures at $1.00 list. 


Additional tubing, Vitro-finish, and wire at $1.30 per foot list in lengths of 3, 9, 15, 21, 27 and 33 inches. 
Additional chain, nickel finish, and wire at $.30 per foot list. 
Focusing Device supplied at $.20 list additional. 


Prices Subject to Change Without Notice. 
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F.S.P. 600-R 6814 





Prices include porcelain receptacles and Rockbestos asbestos wire. 


Type H Fixtures are made of No. 22 gauge brass. Furnished with No. 20 gauge brass on special 


order. 


F.P, 600-R 6814 


Bronze SF Line 


SHOWING THE 800 SHAPE GLOBE 


The Full-O-Lite Brass Fixtures shown on this page 
are appropriate for use where a semi-ornamental fix- 
ture is desired. The fixtures are carefully manufac- 
tured from the best materials and are plated and 
lacquered by experts. The standard finishes are dark 
bronze and coin bronze. Dark bronze is a rich durable 
finish of neutral tone. Coin bronze harmonizes with 
the fine hardware and bronze of the best interiors. 
Fixtures will be furnished in other colors on special 
order. 


Holders are made dust-tight with felt gaskets. 


Type R Fixtures are made of No. 24 gauge brass. They are not provided with felt gaskets or 


locking device. 
Globes shown on this page are made only in three-layer glass of the highest quality. 


F.C, 600-R 6812 


F.P.O. 600-H /6814- 





D 


aman? Nm ) 
eu (Sees) (oak 


\ 
- tt 
\ 


F.S.P.0. 600-H /6814-D 


F.C.O. 600-H /6812-D 








Holder Glass 

Number Number 
Ce 400} 4810 
keeps 400} 4810 
F.S.P. 400} 4810 
BC: 600) 6812 
haps 600} 6814 
F.S.P. 600} 6814 
kG: 660} 6816 
yee 660} 6816 
F.S.P. 660} 6816 
Ree: 880} 8818 
F.S.P. 880] 8818 


List Price of Holder Only 

















List Price of Glass Only 








Fixtures are not assembled, except on special order. 


Approx. Wt., 








Crown, 2.00; Tassel, $1.20; Breaker, $$.60. 












































Length © & | Per Std. Pkg., 
ay oS Pounds 
Holder, Type H Type R No. 4810 | No. 6812 | No. 6814 | No. 6816 | No. 8818 |§@|_ 
Inches Dark Gan Dark ae 4x9 3x6 ¥% 6x11 34x8 3% 6x13 34x9 6x15 3¢x10 | 8x18 3¢x12 | Hm 
Rroue ions Binnee Bree 50-150W 50-150W | 150-200W 300W 500W Holder |Glass 
6 $2.70 $3.10 $2.50 $2.90 2 SON 4 | ec een este cee ae | ee a | ee 12 21 32 
24 2.90 3.30 2.60 3.00 DB). 51 SR ey dae MUNN |S tee coat (ice a ies a 12 24 32 
24 4.30 4.70 4.00 4.40 PUR [eee ee ta en ee ice ER mR 12 24 32 
6% 2.90 3.40 2.70 SPAWN ANAS Sete owe $3.1 Ole ee AL OS ae oe a) ene ee 12 24 45 
24 3.10 3.60 2.80 23) | Aaeee eect 5|| caer eee $0330): |e | eee ee 12 28 75 
24 4.60 5.10 4,20 AT Oa eee serge | eon eae D630 eevee es | eee 12 28 75 
6% 3.40 3.90 3.20 BAUR eee a AA Wane bA. S, A ae eM CHPADE Wh, oes ase 12 Pf 120 
24 3.60 4.10 3.30 B80 | Rees eo cee ees ee eee T2057 5| Secs ee 12 31 120 
24 5.10 5.60 4.70 5.20) | Be ae See ae | Sich ee a CEP AUE OB 1 She 5 PUPA || Seal 120 
24 7.50 8.00 7.20 Ts LO. Aa| herereearer aces | Rae caeee esl cee aide See | ipa eae $14.30 12 47 160 
24 9.50 10.00 9.20 O70 | vere ke ees | Sere aa [ccc eee ae |e eee Oe 14.30 iP || ey 160 
Antique gold finished crowns for fixtures numbered 600 and 660, tassels and breakers, for the above, can be supplied at additional list as follows: 
Mogul Sockets furnished with fixtures numbered 660 and 880. 
F.C.O. 600] 6812-D | 6% 6.10 6.60 5.90 ©:A0 S| Hae oa $50 @ ils oe ee ee ne eee 12) 39 45 
F.P.O. 600] 6814-D | 24 6.30 6.80 6.00 6.50 fae sia: |e eee LL OO ag) ieee ee eee 12 43 75 
F.S.P.O. 600} 6814-D | 24 8.40 8.90 8.00 S00 8 ac ee reel eee 11.00 solace oot) | Ske ee 12 46 75 
F.C.O. 660) 6816-D |} 6% 6.60 7.10 6.40 6.9050) coche ee A nee oe 14.004 |. eee 12| 42 120 
F.P.O. 660} 6816-D | 24 6.80 7.30 6.50 COO Ts ee eee i. | ae iene | een oa 14:00 | eee 12 | 46 120 
F.S.P.O. 660) 6816-D | 24 8.90 9.40 8.50 9.00 si) Fee eetees | Mere eee | Sere ae 14.00" ae ee 12} 49 120 








Levolier Tease subnecd Sulit to match fixtures at $1.00 list. 
Additional tubing, dark bronze finish, and wire at $.80 per foot list; coin bronze at $.90 per foot list in lengths of 3, 9, 15, 21, 27 i 

Additional chain, dark bronze finish (on steel) and wire at $.30 per foot list; coin bronze (solid brass) at $50 per foot list.” pene hens 24s 
Focusing Device supplied at $.20 list additional. 





Prices Subject to Change Without Notice. 
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‘Ustro FF Line 


SHOWING THE 800 SHAPE GLOBE 


The Vitro Fixtures shown on this page are designed 
for use in Offices, Stores, Restaurants, Hotels or Thea- 
ters, where a semi-ornamental fixture may be desirable. 
The fixtures are made of steel coated with three layers 
of porcelain enamel, fused at approximately 1800 de- 
grees. The finished product is about No. 14 gauge. 
Brass parts of semi-rigid fixtures are chromium plated. 
These fixtures are acid resisting and will not check, 
peel, tarnish, rust or discolor. They are sanitary and 
easy to keep clean. ‘The finish is permanent and is 
not affected by the temperature of large wattage 
lamps. 


















Made in White, Ivory or Brown, other colors on 
special order. 





F.S.P. 600-H /6814 





: F.P. 600-H /6814 F.P.O. 600-H /6814-D 
Full Chromium plated fixtures, except chain type, can be furnished at same price as Vitro. 
Chain fixtures shown are equipped with nickel plated chain and fittings. Canopy and holder 
cover are of Vitro. 
Globes shown on this page are made only in three-layer glass of the highest quality. 
F.C. 600-H /6812 F.C.0. 600-H 


/6812-D 


F.S.P.0, 600-H 























6814-D 



































Prices include porcelain receptacles and Rockbestos asbestos wire. Fixtures are not assembled, except on special order. 
og Bat ds of List Price of | List Price of Glass Only Approx. Wt. 
Length pee | Holde1 | es ehh th np Per Std. Pkg. 
Holder Glass of Gonipletouan Only l Pounds 
Number Number | Holder,| he No. 4810 | No. 6812 No. 6814 No. 6816 No. 8818 
Inches a as 4x9 3¢x6% | 6x1136x83 | 6x13 3x9 6x15 24x10 8x18 34x12 
White, Ivory | White, Ivory | 50-150W | 50-150W 150-200W 300W 500W Glass 
or Brown or Brown | | 
| ee tage | | 

NACo 400 | 4810 6 $5.80 $3.50 $2.30 | 12 32 
ibigler 400 | 4810 24 6.80 £.50 2.30 i 12 32 
F.S.P. 400 | 4810 24 7.80 oC) PEON Toe pda 12 32 
Tie (@e HOO | 6812 | 6% eth 4.00 : $3.70 ee 12 45 
IP. 600 | 6814 2A 10.30 5.00 ; $5.30 il, To 
I'.S.P. 600 | 6814 | 24 | 11.30 6.00 Spa iee ee 5.30 een ee 1 (hs: 
eG 660 | 6816 6% LEO 4.50 | $7.20 12 120 
ies 660 | 6816 | 24 | 12.70 5.50 | 7.20 12 | 120 
I.S.P. 660 | 6816 61% 13.70 6.50 ne 7.20 eh Nee ie | 120 
r.P. 880 | 8818 | 24 24.30 | 10.00 aOR ee EA $14.30 | 12 | 160 
I'.S.P. 880 | 8818 | 2A | 26.30 12.00 Pg ed as aia 14.30 12 160 




















Mogul Sockets furnished with fixtures numbered 660 and 880. 








| | | 
I'.C.O. 600 | 6812-D | 6% |} 16.30 eM lake _| 8,50 at 


F.P.O. 600 | 6814-D | 24 19.80 SU gaat see eee | 100" 

I'.S.P.0. 600 | 6814-D | 24 | 21.60 10.60 ee teore ts eotae 11,00 

F.C.O. 660 | 6816-D | 6% 22.30 8.30 Oe ee eek 

P.O. 660 | 6816-D | 24 23.30 9.30 ee a ciodl ee ene He hh 
) 





F.S.P.0. 660 | 6816-D | 24 25.10 11.10 eT eh ties rae 


| | | 





14.00 _ 
14.00 
14.00 





| | 


Levolier canopy switch furnished to match fixtures at $1.00 list. 

Additional tubing, Vitro-finish, and wire at $1.30 per foot list in lengths of 3, 9, 15 .21, 27 and 33 inches. 
Additional chain, nickel finish, and wire at $.30 per foot list. 

Focusing Device supplied at $.20 list additional. 





Prices Subject to Change Without Notice. 
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Chromium finished 6-inch crowns, tassels and breakers, for the above, can be supplied at additional list as follows: Crown, $2.50; Tassel, $1.30;Breaker, $.80. 


Prices include porcelain receptacles and Rockbestos asbestos wire. 


‘Bronze a) Line 


SHOWING THE 500 SHAPE GLOBE 


The Full-O-Lite S kine of Special Fixtures are the : 
last word in commercial lighting equipment. 


They 


are made of the best materials obtainable in a rich, } 
dignified design. 


The Special Type of Safety Screwless Holder 
(patented) supplied with this line is made of one piece 


of drawn brass. 


The supporting ears give actual sup- 


port to approximately two-thirds of the strongest 


part of the globe. 


The inside of the holder is a scien- 


tifically designed reflector which produces a very 
marked increase in illumination on the sabi plane. 


The standard finishes are dark bronze and coin 


ronze, 


Dark bronze is a rich durable finish of neutral tone. 
Coin bronze harmonizes with the fine hardware and 
bronze of the best interiors. 








ilmenite 


. om © 


S.P.0. 600 /6514-D 


Line S Fixtures are made of No. 22 gauge brass. They can be furnished in No, 20 gauge brass 
Semi-Rigid Stem Fixtures, with wire totally enclosed, are equipped with patented ball and 


Pendant Fixtures will hang straight even though outlet boxes or ceilings are not level. 
Globes are highly efficient and shaped for proper light diffusion. They are of smooth con- 


Globes shown on this page may be supplied with 


S.S.P. 600 6514 

! 
S.P. 600 6614 

) } on special order. 

/ socket joint. 

of j tour and easily cleaned. 
S.C. 600 /6512 

A 


fixtures shown in the Vitro or Bronze F Line. 


on 
Wo 
ye 





S.S.P.0. 600 /6514-D 





S.C.0. 600 /6512-D 


Fixtures are not assembled, except on special order. 





List Price of 




















List Price of 


List Price of Glass Only 





























Approx. Wt. 
















































































L’gth | Holder and | Holder Only parts Per 
Holder Glass of _ Glass Type S SS] Std. Pkg. 
Number Number |Holder| Complete No. 4508 | No. 4510 | No. 4512 | No. 6512 | No. 6514 | No. 6516 | No. 8518 | &u Pounds 
Inches ee ie 4x8x6 4x10x6 !4 | 4x12x6 7% | 6x12x6% | 6x14x8 % 6x16x10  |8x18x10 ees 
Dark | Coin | Dark | Coin | 59-100Ww | 50-100W | 100-150W] 100-150W] 150-200W| — 300W scow |” ; 
Bronze | Bronze | Bronze | Bronze Holder | Glass 
S:C; 400 | 4508 434 | $3.90 | $4.30 |$2.70 | $3.10 B20) Wee cic eeche sede ee ees ce ete || ecoheeeicaatey y||) Svehsyeyanesinltatcberes cia: cue. e st-cilie ceisrenetce o/amens 12 20 23 
Sal eh 400 | 4510 24 5.70 6.10 4.00 4 AOU io preecetaae S17 Oa ae, ec cele |i rete cewact all Pe tisucl st eRRERN sttexs moeretens fora oillabchan eters, kes’ 12 25 36 
S.5.P, 400| 4512 24 7.76 8.10 4.80 2 Ou eaves sort tone taroetste henson B2290) Oe lh cy eee marae cots | sy Sie cdo NOI Merete. e voters All recee Ast oys 12 25 48 
i, 600 | 6512 6 6.20 6.70 3.30 B80 WiS.x apavcanet ede le aadenchatentec tlie Man arene faratte B20 | sr ietevisniatese oual|| ameqetial’e say lercecro"| he te: lar es alte; 0rd 12 gif 48 
Sie. 600 | 6514 24 8.60 9.10 4.60 oT KO) emer enctc! Inanbus cs arene cs eneeemenntgtaiee mere cerca hc SA OO peblinerrcnss chaatun lame cies 12 30 72 
S.S.P. 600] 6514 24 9.50 | 10.00 5.50 GO Wie ea aeanth cite aal acevo ens, eters caer erred onal a) castle is ke DOO Mies orb 5 cirenaychns «alll arrara + velieeey 3 12 30 72 
SHOE 660 | 6516 6 9.00 9.50 3.80 ASO Maan se cree coral is be: & stot laste eoatathnarel te resananianeairal ela e-reneha tanec $5.2 OMe nets ae 12 30 123 
Svea 660 | 6516 24 10.30 | 10.80 5.10 SOO dbs cpse RS Sal RS cot ieaee rete ello veernaen ewer etc | hz Sern MEN eMlechaat'lap/out pirctean, Seemoes Eadie tall ae Sires bp 12 34 123 
S.S.P. 660 | 6516 24 TI 2OR et s70 6.00 GSO Wass e crctears ie nes sae arene wink tee orate Miepauaieenier sens, Ips) eeacnetore ahs D2 OM wiliousearersseene 32 34 123 
See 880 | 8518 24 17.10 | 17.60 9.00 SO retiance a coteae atic race eoebee vane eilekereter arene) Suailic-coltanMeaaien: alll -cemer aioe rua |atclerery. c srsuctoas $8.10 12 mit 150 
S.S.P. 880] 8518 24 135£05:1718.60 {10.00 |1 0.50 lee reer (ast atee cl sar el lrebairesate saan ill avaveboatabeterall econ ahen alee etaltal| 'slsyune ic, eretore:la- 8.10 12 51 150 
Antique gold finished crowns for fixtures numbered 600 and 660, tassels and breakers, for the above, can be supplied at additional list as follows: Crown, 
$2.00; Tassel, $1.40; Breaker for semi-rigid stem suspension, $2.20 (for chain suspension, $2.80). 
Mogul Sockets furnished with fixtures numbered 660 and 880. 
S.C.0O. 600] 6512-D 6 11.60 | 12.10 6.70 T2O WN steersta trace eNOGs ce Ave: slate |aenete oni es BQO Wie cra pcras etapa eres cumieus Ree |i eeieoe erences 12 42 48 
S:P.0. 6007] 6514-D. 24 1.2:50'013:00 i 1O:80 Bd SO rea telliele-aicistaie a1 sie stork ct Aree le. aioe hs OSAO pall ee os tered So's oy ieee il?) 54 72 
S.S.P.0. 600 | 6514-D 24 L7-8OH 18-304) 1a Oeh 1 OO tile cespstca all a sfaceredarsista Wipe crancves tee lls) euciate aera O3,70\ sal Avatar | is, nay sierra L2 54 Te 
S.C.O. 660 | 6516-D 6 15.60 | 16.10 7-20 PLO AG age eal mie We oowey MNEs SCOR ne Lente th eivav an, Snes SiO ay Dee, ey os eee 12, 45 150 
S.P.0. 660] 6516-D 24 1957 O)1,-20:20 rE 230 B08 eee cere |egeen creda ie) Reet ep ee sat VrUn ae mo ILE Og cya, iene $24.0 jl icc eeioaparatae 12 58 150 
S.S.P.0. 660 | 6516-D 24 2000 Nt20.50' 1 EU GO 1251 OS Roce a rome cll kine oe aye cence. = tees ee AE POTS ca ts “ass cles $7409) Gekvonte divans 12 58 150 
Above fixtures, supplied without spun top piece as shown on pendant type holders, at a reduction from list price of $.70 for 4-inch holder; $.80 for 6-inch 


holder, and $.90 for 8-inch holder. 
Levolier canopy switch furnished to match fixtures at $1.00 list. 
Additional tubing, dark bronze finish, and wire at $.80 per foot list; coin bronze at $.90 per foot list, in lengths of 3, 9, 15, 21, 27 and 33 inches. 
Additional chain, dark bronze finish (on steel) and wire at $.30 per r foot list; coin bronze (solid brass) at $.50 per foot list. 


Prices Subject to Change Without Notice 
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Prices include porcelain receptacles and Rockbestos asbestos wire. 


i 


F.S.P. 600H/6612 


F, 















Unro FF Line 


SHOWING THE 600 SHAPE GLOBE 


_The Vitro Fixtures shown on this page are appro- 
ane for use in Stores, Restaurants, Corridors and 

bbies where a semi-ornamental diate may be 
desirable. The fixtures are made of steel coated with 
three layers of porcelain enamel, fused at approximately 
1800 degrees. The finished product is about No. 14 
gauge. Brass parts of semi-rigid fixtures are chromium 
plated. These fixtures are acid resisting and will not 
check, peel, tarnish, rust or discolor. They are sani- 
tary and easy to keep clean. The finish is permanent 












and is not affect 


wattage lamps. 


Made in White, Ivory or Brown; other colors on 
special order. 


F.P 600H /6610 






by the temperature of large 


F.P.0. 600H/6610-D 


Full Chromium plated fixtures, except chain type, can be furnished at same price as Vitro. 


Chain fixtures shown are equipped with nickel plated chain and fittings. Canopy and holder 


cover are of Vitro. 
Globes shown on this page are made only in three-layer glass of the highest quality. 
The 600 Shape Globe may also be supplied with the Bronze F Line Fixtures. 


C. 600H/6608 


F.C.0. 600H/6608-D) 


F.S.P.0. 600H/6612-D 






Fixtures are not assembled, except on special order. 














List Price : : oi 
List Price of Glass Onl Approx. Wt. 
(White, Ivory or EA BEN Py vo Perstd. sas 
Length Brown) ao p e B+ 
Holder Glass of 38 ounds 
Number Number | Holder, No. 4606 No. 4607 No. 6608 No. 6610 No. 6612 No. 6614 No. 8614 | a8 
Inches | Holder | Holder 4x6x8 4x7x10 | 6x8.14x12 !o]6x103¢x1414|6x1134x1615| 6x123¢x18 | 8x123¢x18 | Fad 
andGlass| Only | 50-100W | 100-150W | 100-150W | 200W 300W — | 300-500W | 500-750W Holder|Glass 
Complete 
| seit 
AC 400} 4606 6 $5.60 | $3.50 $2.10 FEL IE ee ORR Knee ero ol lays Atle (ee, |ILM e ee  gaee Be 12 28 25 
Rigen 400} 4607 24 7.50 AU Be 20 Aopee o-O0)) SAR eee, tect cana ce es | Weare al eet eee 12 32 30 
F.S.P. 400} 4607 24 8.50 5.50 3 OO Nom [RNR epee tl hence he ee ee eB Ae ge oe 12 32 30 
AC. 600} 6608 6% 8.50 AD OER eee alee Pt ten $4.50 Se Pinna een 12 34 42 
Hees 600} 6610 24 11.00 OOO 7 reanme ss rsa nese | ore eee $6.00 SS Ry |e 12 38 80 
eS Pa oO0 6612 24 13.50 GOO) Fie ete te tral acta Meret cect li stencatces ee pene || aces wom eee $7.50 vedas. 12 38 110 
EEG: 660} 6614 61% 19.00 2505) OA ee Ree A | | gS el Ion 8 Semel Ler ans Jira ae as $1 4.50 te Ae eh Cae 12 ai 120 
REP: 660} 6614 24 20.00 OO tile etter, se tll acrese ar CALF || Meteo 14.50 ty ne 12 4] 120 
F.S.P. 660} 6614 24 21.00 G20) BR a acl ete reer | ee aie ee, (ee 14.50 ; oe 12 4] 120 
eRe SSO} 8614 | 24 24.50 1.0 | ics ose kel ch Rey ec cet Ol aes Re eR os oA ee ob Ae $14.50 12 57 160 
F.S.P. 880} 8614 24 26.50 Pl 2: 00 glia apo icceal lie ie cesar RS tet tastes lic te ce ante ewe | es aN te ae 14.50 12 57 160 















































Chromium finished 6-inch crowns, tassels and breakers, for the above, can be supplied at additional list as follows: Crown, $2.50; Tassel, $1.50; Breaker, $.80 
Mogul Sockets furnished with fixtures numbered 660 and 880. 





IC XOy 
etOy 


600 
600 


F.S.P.O. 600 


660 
660 


F.S.P.0. 660 





6608-D 
6610-D 
6612-D 
6614-D 
6614-D 
6614-D 





re} 





16.50 8.00 
21.00 9.00 
26.30 | 10.80 
27.00 §.50 
28.00 9.50 
29.80 | 11.30 











8.50 











“18.50. 
18.50 
18.50 





49 42 
53 80 
56 110 
52 120 
56 120 
59 120 








Levolier canopy switch furnished to match fixtures at $1.00 list. 


Additional tubing, Vitro-finish, and wire at $1.30 per foot list in lengths of 3, 9, 15, 21, 


Additional chain, nickel finish, and wire at $.30 per foot list. 


Focusing Device supplied at $.20 list additional. 


Prices Subject to Change Without Notice. 
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27 and 33 inches. 


Prices include porcelain receptacles and Rockbestos asbestos wire. 


E.S.P. 600-R 6911 





—_ 
% 
b 
} 
; 


Type H Fixtures are made of No. 22 gauge brass. Furnished with No. 20 gauge brass on special 


order. 
Holders are made dust-tight with felt gaskets. 


Type R Fixtures are made of No. 24 gauge brass. They are not provided with felt gaskets or 


Bronze Sh Line 


SHOWING THE 900 SHAPE GLOBE 


The Full-O-Lite Brass Fixtures shown on this page 
are appropriate for use in Stores, Restaurants, Corridors 
and Lobbies, where a semi-ornamental fixture may be 
desirable. These fixtures are scientifically designed 
to give a maximum light, properly diffused. They 
are carefully manufactured from the best materials 
and are plated and lacquered by experts. The standard 
finishes are dark bronze and coin bronze. Dark bronze 
is a rich durable finish of neutral tone. Coin bronze 
harmonizes with the fine hardware and bronze of the 
best interiors, 


I 


F.P. 600-R 6911 F.P.0. 600-R 691 


locking device. 
Pendant fixtures will hang straight even though outlet boxes or ceilings are not level. 


F.C. 600-R 6909 


1-D 


F.C.O. 600-R_ 6909-D 








Fixtures are not assembled, except on special order. 





























List Price of Holder Only List Price of Glass Only Approx. Wt. 
L’gth a A 
Holder Glass of &q| Std. Pkg., 
Number | Number |Holder| Type H Type R__ | No. 4907 | No. 4908 | No. 5907 | No. 5908 | No. 6909 No. 6911 | No. 6912] #3 ]__ Pounds 
Inches 4x7 146x834 |4x83x1034/5x7 1¢x8%4 |5x83¢x103¢] 6x9x11 7% |6x1114x143¢} 6x12x16 Bry | 
Dark | Goin | Dark | Coin | 50-100W | 100-150W | 50-100W | 100-150WV| 150-200W| | 200W 300wW |” -"| Holder | Glass 
Bronze} Bronze| Bronze| Bronze 
BC. 400 | 4907 6 $2.70 | $3.10 | $2.50 | $2.90 FeO att war csutaeeal sealeee is case cote. esteem (| ote at eke NE || ee rn a cee cc oe 12 21 29 
F.P. 400 | 4908 24 2.96 3.30 2.60 3200 Ween te aieos $3.00) 4 Spee eee EE orl pon meteete vials tear erertin er ncee liceemereceie nore 12 24 35 
F.S.P. 400] 4908 24 4.30) 4.70) 4,004 4.40) 5 ee ee 3:00 $1 eee 6 ers ean an RR Ne Nee ae 12.) a4 35 
BG; 500 | 5907 6 2.80 3.20 2.60 3 OO. arecaitaree rete | eer meses 5 A Dig A einer 5 carrey Ie he, ait oat At (Giphn.ie cr Otoko. al he taee clara eee 12 22 29 
F.P. 500] 5968 24 3.00 3.40 0 2-70.)) 3.1 Ot mere ote aN eer eee $3.00 « WOPENR eye meee es, ene sie 12] ©25 35 
F.S.P. 500] 5908 24 d50,) 4-00: (E4108, 2.50,| eye weal soe eile tee ce 3.00. “cae eeea teen ee Nee eae Zr ws 35 
E.G, 600 | 6909 6% 2.90 3.40 Zot S20 | cevowsc srr anatal| seve ska derel lie <betioteuelelle toll re leteuaarame ts BR CMR Senses See pene jem eee at 12 24 42 
F.P. 600] 6911 24 3/40.) 93,60, 42-6010 30 I ae cee 8) acy ea ers ane ehe rae ec ee 42.007 WEE cs £m | 8 102 
F.S.P. 600] 6911 24 £60 f 95:10 4 (420.1 04.70 | ee ec basen, eli teeterainrice| tees arg eae. S002 Nips 12 | 928 102 
E.G; 660 | 6912 6% 3.40 3.90 3.20 31 O):| 2 Suibare ete ts liaiar'el cose cs ated ll sobre, 6 ewes cahe ktatrere eae eke ral ee ae eed | enema eae $9.70 12 au 120 
F.P. 660] 6912 24 cen Me eM Oe ee Re Ren, ne Peete eras ee ANNE, Pe ee 9.70: E12 files 120 
F.S.P. 660] 6912 24 5.10 5.6C 4.70 5 20:4) srrcpretataaarcs | uae atis va faecal atciee sn caeerrestes || chtgrtee ae eatelrcaetcss | nar citer erie ceame ten | eae ate ater 70 12 31 120 





















































Antique gold finished crowns for fixtures numbered 600 and 660, tassels and breakers, for the above, can be supplied at additional list as follows: 
Crown, $2.00; Tassel, $1.40; Breaker, $.60. 
Mogul Sockets furnished with fixtures numbered 660. 





F.C.O. 600 
F.P.O. 600 | 
F.S.P.O. 600 
F.C.0. 660 
F.P.0. 660 
F.S.P.O. 660 | 





| 
6909-D 
6911-D 
6911-D | 

| 





6912-D 
6912-D 
6912-D 


6% 





6.30 
6.50 
8.60 
6.80 
7.00 
9.10 





6.80 
7.00 
9.10 
7.30 
7.50 
9.60 





6.10 
6.20 
8.20 
6.60 
6.70 
8.70 





6.60 
6.70 | 
8.70 
7.10 
7.20 | 
9.20 




















13.00 








12 
12 
12 
12 
12 
12 








Levolier canopy switch furnished to match fixtures at $1.00 list. 
Additional tubing, dark bronze finish, and wire at $.80 per foot list; coin bronze at $.90 per foot list in lengths of 3, 9, 15, 21, 27 and 33 inches. 
Additional chain, dark bronze finish (on steel) and wire at $.30 per foot list; coin bronze (solid brass) at $.50 per foot list. 


Focusing Device supplied at $.20 list additional. 


Prices Subject to Change Without Notice. 
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39 
43 
460 
42 
46 
49 





Coa Line 


SHOWING THE 900 SHAPE GLOBE 


_The Vitro Fixtures shown on this page are appro- 
priate for use in Stores, Restaurants, Corridors and 
obbies where a semi-ornamental fixture may be 
desirable. The fixtures are made of steel coated with 
three layers of porcelain ehamel, fused at approximately 
1800 degrees. The finished product is about No. 14 
gauge. Brass parts of semi-rigid fixtures are chromium 
plated. These fixtures are acid resisting and will not 
check, peel, tarnish, rust or discolor. They are sani- 
tary and easy to keep clean. The finish is permanent 
and is not affected by the temperature of large 
wattage lamps. 


Made in White, Ivory or Brown, other colors on 
special order. 































i 


F.S.P. 600-H 6911 





F.S.P.O. 600-H 6911-D 





F.P. 600-H 6911 F.P.O. 600-H 6911-D 


Full Chromium plated fixtures, except chain type, can be furnished at same price as Vitro. 


Chain fixtures shown are equipped with nickel plated chain and fittings. Canopy and holder 
cover are of Vitro. 


Globes shown on this page are made only in three-layer glass of the highest quality. 


F.C, 600-H 6909 F.C.O. 600-H /6909-D 





Prices include porcelain receptacles and Rockbestos asbestos wire. | Fixtures are not assembled, except on special order, 










































































List Price List Price of Glass Only 3  |APprox. Wt. 
(White, Ivory or © & | PerStd. Pkg, 
Holder Glass ee BLOwe 38 Pounds 
4 : No. 6911 | No. 6912 | 83 
ieee) uno Fe ole.'| Holder |! trolaehlaxy ‘e894 4x83 10% sn x8 y 5x8 361036 Gxoxl 1% 6x111$x1434| oxi2xio | eA 
andGlass) Qnly | 50-100W | 100-150W | 50-100W | 100-150W | 150-200W | 200W 300W Holder |Glass 
Complete 

HG 400} 4907 6 $5.60 | $3.50 $251 OMe | Roper rays Ol aria el ae Re eee | Meee gcc Padeue se duos,|| cece serena 127) 28 29 
Bebe 400) 4908 24 7.50 A, OO a een oe bos OO: Wh | 'tete seme bs eee atone tee | etary wee Pree ans ot Nerd teen eee 12 | 32 35 
F.S.P. 400} 4908 24 8.50 SRW) Ie osoce awe SHON I sone Soe, | Corte [heer ee | eee yn | ee IPD || BY. 35 
hGe 500} 5907 6 5.90 3.90), Reber ale ees ae $2.10. | ace cesee Be re Sree ey a a i: OF DE 12} 29 29 
lade, 500} 5908 24 7.80 ASO)? atest cpa sete: ety rere | Geeta ey $0: 00 Be | Meee eee eek ne 12} 33 35 
F.S.P. 500} 5908 24 8.80 5.80! 8 eae oon: EE es | ee ee SHOW We comm ae. at: ea ts | cetera 12 | 33 35 
AE 600} 6909 6% 9.10 A 0,| Peeters ceo | Catcderan se es | sero eeiees | eae eee $5: 10 bees, ae eee 12 | 34 42 
alee. 600) 6911 24 13.00 10 UF ete cor ag Sea echt ced Ie. a. cane Aen [eemreron ero. Al cena oka cere 95-00. Seemed 38 102 
E.S.P. 600} 6911 24 14.00 G00) re te ae cet oc dete | are oie | ce eae eee ae | eee ere 8.002 |= ae 12 38 102 
F.C. 660} 6912 6% | 14.20 A504) Chests |e es, |e ee, oh oeniceeaes| MRE ee 2 | er lene eck $9.70 12; 37 120 
Hela 660} 6912 24 15.20 15989 Une ate essere PeveeeiGs cre [fbr erusttBe aural es Pirated «cok ls & Orcaniece anol (s ci er omeumrcae 9.70 12} 41 120 
F.S.P, 660} 6912 24 16.20 0,50 | Bere oye. || aoterer cocete cc | chee sexciemene | ole tm enenetaen | enemas. 5k esther Nema 9.70 12 41 120 
Chromium finished 6-inch crowns, tassels and breakers, for the above, can be supplied at additional list as follows: Crown, $2.50; Tassel, $1.50; Breaker 

Saat cul sockets furnished with fixtures numbered 660 and 880. 
F.C.O. 600} 6909-D 6% 16.50 3 OOS | eae SR a a and ee eae 8. D0 |S ces Seer eae eke 49 42 
F.P.0. 600} 6911-D We 22.00 CHOW To oo euboe Peo | roms otetoru.| teeta sey 13.00 de hc 12 53 102 
F.S.P.O. 600} 6911-D | 24 PEW || MOD |g ou be ane as este an Oe A HORN bie Say ctl Iie Se eA ce WeHO0e |. vanes: 12 56 102 
F.C.O. 660} 6912-D 6% | 26.00 S00 al sewers We AA OSES Mats icd otra neo heal (ICR Celt e Chere 17.50 12 52 120 
F.P.0O. 660} 6912-D | 24 27.00 OS Yh Fes ome A eal PMR orn cree| Br ice oi yoPh ed feat CoE Creed [tgeoccrtenene et eras REWone SL seOU ke 56 120 
F.S.P.O. 660) 6912-D | 24 Pwo Uy a Ute OE {leek dees rtd Ie a tnerons cic Bact oe in cicred le eel, ecu noa ies tae cel Coal Bae hee 17.50 12 | 59 120 








Levolier canopy switch furnished to match fixtures at $1.00 list. - ‘ 
Additional tubing, Vitro-finish, and wire at $1.30 per foot list in lengths of 3, 9, 15, 21, 27 and 33 inches, 
Additional chain, nickel finish, and wire at $.30 per foot list. 


Focusing Device supplied at $.20 list additional. : : f ; 
Prices Subject to Change Without Notice. 


15 





F.S.U. 600 /6012 


List Price Each—Holder Only 


Dark Coin 
Cat. No. Bronze Bronze 


F.S.U. 600 (med. base) $9.20 $9.70 - 


F.S.U. 660 (mogul 


base)....... 9.70 10.20 
List Price Each—Globes Only 
Cat. List 
No. Size Watts Price 
6010 6”x10’x11”...... 200 = $2.80 
6012 6’x12"x13"....:. 300 4.00 


6014 6’x14’x16".. 300-500 5.20 


Bronze F. S. U. Line 


SHOWING STALACTITE SHAPE GLOBES 


The distinctive fixtures shown on this page were 
developed especially for use in high-class stores and 
public buildings. Embodying all of the features of the 
standard Full-O-Lite Fixtures, they have in addition a 
spindle, canopy and cover design which recommends 
them for use wherever a fixture of individual appearance 


is desired. 


Other shape 6-inch globes illustrated in this catalog 
may be supplied with the pendant fixtures shown on 


this page. 


oe 


F.S.U. 600 /6912 


List Price Each—Holder Only 
Dark Coin 


Cat. No. Bronze Bronze 
F.S.U. 600 (med. 

base)... .-. ... $9.29 $9.70 
F.S.U, 660 (mogul 

base) ..c9 ete cals 9.70 = 10.20 


List Price Each—-Globes Only 

List 
Cat. No. Size Watts Price 
6909 6’x9 “xI17¢”.. 150-200 $5.10 
6911 6%x1149"x1454" 200 8.00 
6912 6’x12 "x16 ” 300 9.70 


F.S.U. 660 /6612 


List Price Each—-Holder Only 
Dark Coin 
Cat. No. Bronze Bronze 
F.S.U. 600 (med. base) $9.20 $9.70 
F.S.U. 660 (mogul 
base)... 9.70 10.20 
List Price Each—Globes Only 
List 
Cat. No. Size Watts Price 
6608 6"x 854°x12'6". 100-150 $3.00 
6610 6"x10%<"x14'5".. 200 4.50 
6612 6”x115<¢"x16'9”.. 300 6.00 
6614 6"x125¢"x18 ”. 300-500 = 7.50 


ws 








F.S.U.O. 600 /6912-D 


List Price Each—Holder Only 
Dark Coin 


Cat. No. ‘ Bronze Bronze 
F.S.U.O. 600 (med. 

base).............. $11.20 $12.00 
F.S.U.0. 660 (mogul 

DASE) isi AO 128 

List Price Each—Globes Only 
List 

Cat. No. Size Watts Price 


6909-D 6’x 9 “xI174” 150-200 $8.50 
6911-D 6’x1114"x14%<" 200 = 13.00 
6912-D 6’x12 "x16 ” 300 17.50 


¥.S.U.O. 600 /6612-D 
List Price Each—Holder Only 


Dark Coin 
Cat. No. Bronze Bronze 
F.S.U.O. 600 (med. 
base $11.20 $12.00 
F.S.U.O. 660 (mogul 
base 11.70 12.50 
List Price Lach—Globes Only 
List 
Cat. No. Size Watts Price 


6608-D 6”x 8°<"x12)5” 100-150 $8.50 
6610-D 6”x10%o"x14'5" 200 12.00 
6612-D 6”x11%2"x16'44" 300 15.50 
6614-D 6°x12%"x18 * 300-500 18.50 


Prices Subject to Change Without Notice 
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F.S.U.O, 600 /6012-D 


List Price Each—Holder Only 
Dark Coin 
Bronze Bronze 


Cat. No. 
F.S.U.0. 600 (med. 


base) 234 . $11.20 $12.00 
F.S.U.0. 660 (mogul 
base)..... ee 11.70 12.50 
Price List Each—Globes Only 
Li 
Cat. No. Size Watts Price 


6010-D 6’x10"x11 ”.. 200 $4.80 
6012-D 6’x12”x1319”.. 300 6.80 
6014-D 6’x14’x16 0”. 300-500 = 8.40 


PRA! eer 








> , ae 
eSemt-Indireet and Total Indiree# Units 





F.S.L.O. Vitro-White F.S.L, Vitro-White 





Full-O-Lites, Type F,S.1., and glass shape 200 have been designed 
to provide a soft semi-indirect light tioned gent The greatest 
amount of light is directed to the ceiling and reflected from the 
ceiling to the working plane. This method of lighting produces a 
well diffused light with soft shadows. 

Type F.S.I. id made with a lower bowl of dense alabaster glass 
of warm tone and a top of clear crystal glass, making the fixture 
practically dust-tight. The neck of the lamp is surrounded by a 
meta! cover, which shields the eye from any direct light from the 
lamp. Hangers are made of Vitro porcelain on steel with chromium 
plated brass parts, 

Type F.T.1. totally indirect fixture is similar in shape to the 
type F.S.1. The bottom is made of Vitro porcelain on steel. This 
fixture is particularly appropriate for Hospitals, Drafting Rooms or 
interiors where a totally indirect light is of the greatest importance. 
This fixture is made practically dust-tight with a clear glass top. 

Glass shape 200 is a crystal glass totally enclo: globe with 
satin finished top and bottom. Sides are enamelled with a rich 
ivory color of sufficient density to form a circular eye-shield which 
protects the eye from the direct rays of the lamp. The useful light 
is directed to the ceiling and from that point re-directed to the 
working plane. Light is also directed downward through the satin 
finished bottom. This fixture is equipped with Full-O-Lite Type F 
Safety Screwless Holders with felt dust-tight gasket. 

Type F.S.L, F.S.1.0., and F,.T.1, made on Special Order Only. 


F.S.P, 60011 /6214-D Coin Bronze 
































List Price of Fixture Complete ° 
F.S.P. 600H /6214-D Vitro-White Catatoa No. | MucoWaial pon heen F.S,P.0. 600H /6214-D Vitro-White 
gor ke | Bronee Bronze 
—|—— Ss Bebaciak one) Reithes | goo 
FS. | J6-inch Alabaster Glass | 322,00 | $19.00 | $20.00 
F.S.1.0 | 16-inch Alabaster Glass 26.00 23.00 24.00 
FTA | lo-inch Steel or Brass | 26.00 23.00 24.00 
= ! i 








Prices include porcelain receptacles and Rockbestos asbestos wire. 
Fixtures are not assembled, except on special order. 




















List Price of Holder Only List Price of Glass Only =. Approx. Wt. 
ete 5 = a eta tree 
Holde Glass 0 * yomy, ounds 
Miigiber Rimnber oe Vitro Brass—Type | No. 5210-D | No. 6212-D | No. 6214-D | No. 6216-D | 8&3 
racic ee nas 5x10 364x614 | 6x1234x734 | 6x143¢x914 | 6x1634x1034 | 04 
nenes!White, Ivory Dark Coin 100W 100-150W | 150-200W 300W Holder] Glass 
or Brown Bronze Bronze 
F.P, 500 | 5210-D 24 $4.80 $3.00 $3.40 $4.80 ERE <1 Serer <i, Aa ys Obt n C BA 25 35 
ESS ae DOO 210-D 24 5.80 4.50 4,90 4.80 rare eee teh nee re OM de | |e 25 35 
Hebe 600 | 6212-D 24 5.00 3.10 3.60 Prd airatee $7.80 Poo GRUNER | SS See 12 28 50 
E.S.P. 6007} 6214-D 24 6.00: 4.60 De) Ce ee Ash | rm rs ee $10.10 ae iP 28 70 
Bee 660 | 6216-D 24 HNO) 3.60 4.10 Feet Py he hoes pee acea tees ae LE ee ill) bl 2.00) 12 3 120 
F.S.P. 660 | 6216-D 24 6.50 aye ke) 5.60 TEE Ne RENAL | aie eee ae | fie 2 12.50 12 31 120 
































Chromium finished crowns for fixtures numbered 600 and 660, knobs and breakers for the above can be supplied at additional list as follows: Crown, $2.50, 
Knob, $1.40; Breaker, $.80. : ay 

Antique gold finished crowns for fixtures numbered 600 and 660, knobs and breakers for the above can be supplied at additional list as follows: Crown; 
$2.00; Knob, $1.20; Breaker, $.60. _ 

Mogul sockets furn shed with fixtures numbered 660. 





F.P.O. 600 | 6212-D | 24 8.90 6.30 6.80 Petre ane 7.80 sybian silts © tLe eee 46 50 
F.S.P.0. 600 | 6214-D | 24 10.70 8.40 8.90 Per Sree eae ec on Ce 10.10 Se eaacaanics tea Pe 49 70 
F.P.O. 660 | 6216-D | 24 9.40 | 6.80 7.30 Be allerea eae e re ey 12.50 12 49 120 
F.S.P.O. 660 | 6216-D | 24 11.20 aa 8.90 9.40 Me at ee to ee Aen eae 12.50 12 32 120 


| 
Levolier canopy switch furnished to match fixtures at $1.00 list. ; ; ; : ‘ ve i 
Additional fibiae and wire, Vitro-finish, at $1.30 per foot list; dark bronze, $.80 per foot list; coin bronze, $.90 per foot list. in lengths of 3, 9, 15, 21,27 and 


33 inches. : : ae & . ; 
ekadittonnl chain and wire, nickel-finish, at $.30 per foot list; dark bronze (on steel) at $.30 per foot list; coin bronze (solid brass ‘at $.50 per foot list. 








Prices Subject to Change Without Notice 


CEILING LIGHTS AND WALL BRACKETS 


‘Ustro of Line 


FIXTURES FINISHED IN VITRO-WHITE, IVORY, JADE GREEN OR BLACK 





FAB. 201-G /2502 


List Price Each--Holder Only 


’ Keyless.. $3.90 Pull. ... $4.40 
Globe No. 2502, eee dle" 
each... : @ 


F.S.B. 601-M—-All Metal 
List Price Each--Complete 





F.A.B. 201-C—-3” Candle 
List Price Each--Ho!der Only 
Keyless $3.90 
With canopy switch 4.60 





. $5.50 


6.00 





F.A.B. 201-B-—Ball Lamp Type 

List Price Each Holder Only 
Keyless. ... : . $3.90 
Pull 4.40 





F.S.B. 201-G /2504 
List Price Each —Holder Only 


Keyless $4.20 
Pulls ; 4.70 
Globe No. 2504, 21K! 'x6!'x414 gi", each .66 





F.C.B 201-G/ 2507 
List Price Each—Holder Oniy 


(With Convenience Outlet) 


Keyless $2.10 
Pull . 2.90 
F.B.B. 201-G/2507 (Without Pisavensionca Outlet) 


List Price Each—Holder Only 


Keyless $1.50 
Pull 2.30 
Globe No. 2507 214’'x434''x514"". .62 each 


Prices Subject to Change Without Notice 





F.A.B. 201-G /2508 
List Price Each—Holder pouty. 


Keyless . $3.90 

PR eo eee . 4,40 

Globe No. 2508, 21,’ 5514! ft SES 
each ees .70 each 





F.S.P. 200 2504 (Semi-Rigid) 
List Price Each-—-Holder Only. $5.50 
F.P. 200 /2504 (Chain Type) 

List Price Each—-Holder Only. $3.70 

slobe No. 2504, eter 67x41! 
ORCS aaveyn semana 3 -66 





F.C.P. 802 (2513 


List Price Each 
Holder Only 4, Globes Only 
8) 5 ee SESE NOS2513: 731.60 
10” ‘ 6.60 No. 2514 2.10 
Az . 7.80 No. 2515 3.10 


‘Ustro Sine 


CEILING LIGHTS AND WALL BRACKETS 





F.B.L. 201-B-—-Ball Type 
List Price Each 





Holder Only 


F.B.L. 201-G /2502 
Keyless Pull 
Vitro-White, Ivory, 


List Price Each 
F.C. 400 /2516-D 
Jade Green or Black $1.50 $2.30 





Holder Only 


Keyless Poll 
P : Vitro-White, I b 
List Price Each—Holder Only rede Genk or Black $1.50 $2.30 
Vitro-White, Ivory or Globe 21x47 lox4"% 42 each 
Brown $3.50 ° = nd 
Globe 4°x9°x614”" 


2.20 
Decoration, Green, Black or Blue 





F.B.L. 201-G /2501 
List Price Each 





Holder Only 


F.C, 400 /819-D F.B.L. 201-G /2501-D 
; List Price Each—Holder Only 
Keyless Pull List Price Each— Holder Only Keyless Pull 
Vitro-White, Ivory, Jade Green Vitro-White, Ivory or Vitro-White, Ivory, : 
or Black x $1.50 $2.30 Brown $3.50 Jade Green or Black $1.50 $2.30 
Globe 214°x7"x5 86 each Globe 4°x815"x6 2.20 Globe 2!47x7°x5” 1.80 each 
Decoration, Green, Blue or Black 


Decoration, Green, Blue or Black 


i 





F.C.B. 201-G /2506-D 
List Price Each—Holder Only List Price Each-—Holder Only 
Keyless Pull F.B.L. 201-G /2502-D 
Vitro-White,lvory,Jade 


Keyless Pull 
f ‘ Vitro-White, ivory, Jade 
Gr r Black with List Price Each—Holder Only 
ureen oO ac 
convenience outlet $2.10 $2.90 


Green or Black with 
Keyless Pull convenience outlet $2.10 $2.90 
: 22 5 re 
Globe 214"x4 x5! 1.00 each ae Globe 2),°x4%4 "x5 .62 each 
t ' 4 $2.30 
Decoration, Green, Blue or Black x44" 1.26 each 


Decoration, Green, Blue or Black 





F.C.B. 201-G /2506 


Vitro-White, Ivory, 


Jade Green or Black $1.50 
Globe 2';"x4 


Prices Suwject to Change Without Notice 
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Bronze J Line 


CEILING LIGHTS AND WALL BRACKETS 





F.C.P, 802 /2513 


List Price Each—Holder Only — 
Sizes 8” 10” 12’ 
Dark Bronze........ $5.00 $6.00 $6.70 
Coin Bronze........ 5.30 6.30 7.00 


Globe Nos. 2513, 


2514, 2515, each... 1.60 2.10 3.10 








F.A.B. 201-C—3” Candle 
List Price Each—Holder Only 


Ca: 
Keyless Switch 
' Dark Bronze.............. $3.00 $3.80 
Coin Bronze.............. 3.40 4.20 





a cata ents 


RE a 
ig 


 F.H.P. 802 /2510 





List Price Each—Holder Only 
Sizes 8” 10” 12” 
Dark Bronze........ $6.20 $7.00 $7.60 
Coin Bronze........ 6.70 7.50 8.10 


Globes, Nos. 2510, 


2511, 2512, each... 1.60 2.20 3.30 


i é f 


{teen * #@ 











Rac eceaninanasassbcsaanasas costes 


F.A.B. 201-G /2502 


List Price Each—Holder Only 


Keyless Pull 
Dark Bronze.............. $3.00 $3.50 
F.A.B. 201B Coin Bronze.............. 3.40 3.90 
List Price Each—Holder Only Globe 2347'3414""x419"..... -42 each 
ey Keyless.) Pull . sig en ES 
. Dark Bronze........ $3.00 $3.50 
Coin Bronze. ....... 3.40 3.90 





-* BLE.G. 200-G /250§ 9 
Reinforced Fitter 


List Price Each—Holder Only 





-BA.B. 201-G /2508 
List Price Each—Holder Only 


Dark Bronze.......... 
Coin Bronze.......... 3. 
Globe 214x543". .70 each 


F.B.L. 201-G /2501 
List Price Each—Holder Only 


a7 





Keyless Pull 


Prices Subject to Change Without Notice. 
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Bronze and White Enamel G Line 


CEILING LIGHTS, WALL BRACKETS AND ENCLOSING UNITS 
WHITE ENAMEL HOLDERS SUPPLIED AT SAME LIST PRICE AS SPRAYED BRONZE 





G.P. 200 /2504 


List Price Each — Holder Only 
234" Fitter Keyless Pull 

Sprayed Bronze. $1.80 $2.30 
Dark Bronze.... 2.00 2.50 
Coin Bronze.... 2.20 2.70 
List Price Each-—-Glass Only 
Cat. No. 2504.... § .66 each 





G.B.L. 201-B 
List Price Each— 
Holder Only 
24” Fitter Keyless Pull 
Sprayed Bze.. $1.00 $1.80 
Dark Bronze.. 1.10 1.90 
Coin Bronze.. 1.20 2.00 








G.C. 600 /6414 


List Price Each— Holder Only 


Cat. Sprayed Bronze Dark Bronze Coin Bronze 
No. Keyless Pull Keyless Pull Keyless Pull 


G.C, 400 $1.20 $2.00 $1.40 $2.20 $1.60 $2.40 
GC, 600 1.40 2.20 1.60 2.40 1.80 2.60 


List Price Each—Glass Only 


Cat. Std. Price, 
No. Fitter Diam. Depth Pkg. Each 
4408 4” 8” 616” 12 $ .90 





G.C. 200 /2501 
List Price Each — Holder Only 


214” Fitter 


Sprayed Bronze..........7...... 


Dark Bronze. 
Coin Bronze 





Keyless Pull 
$1.10 $1.90 
1.30 2.10 
1.50 2.30 


List Price Each—Glass Only 


Cat. No, 2501.5. .i ee. 


G.B.L. 201-G /2502 
List Price Each— Holder Only 


214° Fitter Keyless Pull 
Sprayed Bronze. $1.00 $1.80 
Dark Bronze 1.18: %.90 
Coin Bronze.... 1.20 2.00 


List Price Each—Glass Only 
Cat. No. 2502.... $ .42 each 


Prices Subject to Change Without Notice 


SOE OR $ .86 each 


G.B.B. 201-G /2507 
List Price Each— 
Holder Only 


214" Fitter Keyless Pull 
White Enamel $1.00 $1.80 
Glass Only.... 62 each 
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G.P. 600 /6414 


List Price Each—Holder Only 
Cat. No. Sprayed Bronze Dark Bronze Coin Bronze 


GP, hO0 fs ak $1.90 $2.10 $2.40 
GP, OO. oe. 2.20 2.40 2.80 
G.P. 660... 2.4, 2.70 2.9 3.30 





G.T.B. 201-G /2502 
List Price Each— Holder Only 


Keyless Pull 

Sprayed Bronze....... an $1.60 $2.10 

Dark Bronze........... 1.80 2.30 

Coin Bronze.......... 2.00 2.50 
: List Price Each—Glass Only 

Cat. No. 250205 ek ccs. § 42 each 





GYM GUARDS 


Finished in Brown Japan 


Finished in Aluminum Bronze 








Guard Size, 
























































Ae Rn prion ae Guard Size, : . 
ae laches Size of List Price Se Trachea Size of List Price 
Gane Reflector, | Wattage Com Reflector,” | \Wattage |i mlm lulu | uu 
plete Dia. | Depth Inches Guard Only | Fixture Only plete Dia. | Depth Inches Guard Only | Fixture Only 
1412 14 2 12 150 $5.50 $4.40 1412y%| 14 2 12 150 $12.00 $4.40 
1614 16 14 14 200 7.00 5.00 1614%| 16 14 14 200 15.50 5.00 
1816 18 16 16 300 8.00 6.50 1816%| 18 16 16 300 19.00 6.50 
Finished in Brown Japan 
< Guard Size, ; : Guard Size, : , 
Ge Teer Sind of List Price SOR. Tacha Size of List Price 
Gomel| a aie | She. Globe, Wattage Com.) | =n [ce Globe, Wattage 
plete Dia. | Depth Inches Guard Only | Fixture Only plete Dia. | Depth Inches Guard Only | Fixture Only 
1518 15 18 12 150 $8.00 $5.60 1418 14 18 12 150 $17.50 $5.60 
1719 ile 19 14 200 19.50 6.70 1619 16 19 14 200 21.00 6.70 
1920 19 20 16 300 10.50 8.40 1820 18 20 16 300 24.50 8.40 
GUARDED EXIT SIGN 
List Price 
Cat: Face, Box Size, Letters, Depth, 
No. Inches Inches Inches Inches Black Copper 
5700 8 xl4 614x124 5 =" $7.60 $11.00 
6700 934x14 84x1l2% 6 3 8.30 12.50 
8700 114%x15 1014x1334 S o 9.50 14.70 



























































Prices subject to change without notice 


bo 
bo 


SIGNS 


EXIT WALL BRACKET 





List Price 





Fixture Dae 





G.B. 3% inch fitter. Exit Glass No.7724. White Glass with 








red-or ereen 4-inchlettersavn sen) ae $4.70 
G.B. 3% inch fitter. Exit Glass No. 7725. Ruby Glass with 
gsinch raby Jetters on black background... a eee 6.20 


Bronze 











Coin 


Bronze 





$4.90 


6.40 






























































LIE SCG EXIT SIGN 
List Pri , List Prices 
Cat.| Face, Box Size, |Letters|Depth, ene Cat. neces ere fae 
No | Inches Inches Inches} Inches Biack Copper No. Inches nches| Inches] Bjack | Copper 
67921 8 X14) 634x122) 5 3. |$6.40 | $9.80 hal: Guexie g 5 | $4.90 | $6.40 
6722| 934x14| 814x124] 6 Se 720; 11.00 6117 73412 3 6 (Eglo: | aaere) 
8722/11 14x15]/1014x1334| 8 B 8.30 | 12.50 8117 94x13 3 8 6:80: LO 
OPEN BACK BOX 
FLUSH BOX 
570 770 
SIGN BOX SIGN BOX 
Face, 6x12”. Depth, 3” Hace; 6x12) Depth, 47 
c > ~ . 
CLOSED BACK CLOSED BACK 
234"’ Letters on Opal Glass 21%" Letters on Opal Glass. | 
: List Price List Price 
Bice en a EN tit oT $5.70 Black? ..« 04 dis Ce $5.70 
8.70 Antique Coppers yippee leis 8.70 


All Exit and Sign Boxes are furnished with socket and attachments. 
Prices subject to change without notice 
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Ornamental Auditorium and €xterior 


Lightin g Fixtures 


The Full-O-Lite Company will provide 
sketches and prices on special fixtures for 
use in Schools, Churches, Theatres, Hotels, 
Banks, Libraries and Public Buildings. 
Designs will be submitted to harmonize 
with any type of architecture. 

Write for further information. 









The bracket shown to the left is appro- 
priate for use in stores, restaurants or 
public buildings, where it is desired to 
supplement overhead illumination by wall 
lighting. The globe shown is made of 
three layer glass of highest quality. 


List Price Each—Fixture Only 





Gat No: Dark Bze. Coin Bze. 
i l'.S.B.0.400 (med. base) $21.50 $22.50 
MS has 3 List Price Each—Globe Only 
— = 7. ens Cat. No. Size Watts —_ List Price Each 
er 4908-D 4”x8&”x7l@ 100-150 $7.00 


Prices Subject to Change Without Notice 





F.S.B.O. 400 /4908-D 
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THE HANAU PRESS, NEW YORK 


Typical C full -O- Lite Installations 


OFFICES AND _ OFFICE BUILDINGS 


Salmon Towers, 11 West 42nd Street, New York City 
York & Sawyer, Architects 
Park Avenue Building, Number Two Park Ave., New York City 
Buchman & Kahn, Architects 
Park-Murray Building, Murray St. and Park Pl., New York City 
Buchman & Kahn, Architects 
J. P. Morgan Company, Wall Street, New York City 
Trowbridge & Livingston, Architects 
Roebling Building, 117 Liberty Street, New York City 
Walker & Gillette, Architects 
Chemical National Bank, 165 Broadway, New York City 
Walker & Gillette, Architects 
Wilson Building, 274 Madison Avenue, New York City 
Sloan & Robinson, Architects , 
Merchants Square Building, 40 Worth Street, New York City. 
Jardine-Hill @ Murdock, Architects 
Knabe Towers, 5th Avenue and 47th Street, New York 
Warren & Wetmore, Architects 
F, W. Woolworth Building, 33 West 42nd Street, New York 
Berkeley Building, 19 West 44th Street, New York 
Singer Building (Relighting), Broadway and Liberty St., New York 
President Monroe Building, Lafayette and Crosby Sts., New York 
Holland Vehicular Tunnel, Administration Building, New York 
Frank A. Munsey Company, 280 Broadway, New York 
Frank A. Munsey Company, 150 Nassau Street, New York 
Journal of Commerce, 68 Barclay Street, New York 
New York Evening Graphic, 350 Hudson Street, New York 
The New Yorker, 25 West 45th Street, New York 
Hayden, Stone & Company, Brokers, 25 Broad Street, New York 
New York Hotel Men’s Association, New York 
Thomas A. Edison, Inc., 261 Fifth Avenue, New York 


United Workers Co-Operative Assn., New York 
General Fireproofing Company, New York 
Interstate Auto Underwriter’s Agency, New York 
American Can Company, New York 
City of New York, New York 
Pennsylvania Railroad, New York 
Erie Railroad, New York 
New York, Ontario & Western R.R., New York 
Swift & Company, New York 
Studebaker Sales Corp., New York 
Hamilton Bank Note, Brooklyn, N. Y. 
Military Park Building, Newark, N. J. 
Medical Towers, Newark, N. J. 
Osmun-Cook Building, Newark, N. J. 
F. W. Woolworth Co. Bldg., New Haven, Conn. 
Peoples Trust & Guaranty Company, Hackensack, N. J. 
Colgate & Company, Jersey City, N. J. 
Public Service Gas & Electric Company, Jersey City, N. J. 
Equitable Building, Wilmington, Del. 
Fidelity & Philadelphia Trust Company, Broad and Walnut Streets, 
Philadelphia, Pa. 
Simon & Simon, Architects 
First National Bank Building, 1500 Walnut St., Philadelphia, Pa. 
Horn and Hardart, Philadelphia, Pa. 
Standard Oil Company’s Building, Tampa, Fla. 
Lakeview Building, West Palm Beach, Fla. 
New York Central Electric Corp., Hornell, N. Y. 
Queensboro Gas & Electric Company, Rockaway Park, N. Y. 
Precision Castings Company, Syracuse, N. Y. 
Phillips Gas & Oil Co., Butler, Pa. 
Chimes Tower, Syracuse, N. Y. 
Shreve & Lamb, Architects 


STORES 


United Cigar Stores Company of America 

Great Atlantic & Pacific Tea Company 

Mohican Company 

Clarence E. Saunders Company 

Check R. Shoe Stores 

Metropolitan Chain Stores 

Davidson Market, New Rochelle, N. Y. 

Percy Brown’s Market and Cafeteria, Wilkes-Barre, Pa. 
Gristede Bros., Markets, New York 

Acker, Merrill & Condit, New York 


Bloom & Haubenstock Company, Furniture, New York 

Mason Furniture Company, Brooklyn, N. Y. 

Bell Furniture Company, Newark, N. J. 

Stern Bros., Department Store, 42nd Street, New York 
Bloomingdale Bros., Department Store, New York 

Abraham & Straus, Department Store, Brooklyn, N. Y. 
Lazarus Department Store, Wilkes-Barre, Pa. 

H. C. Meacham Company, Department Store, Fort Worth, Tex. 
Chrysler Automobile Company, Easton, Pa. 

Republic Bank Note Company, Pittsburgh, Pa. 


SCHOOLS 


Newark Board of Education, Schools, Newark, N. J. 
Rutgers College, New Brunswick, N. J. 

New Brunswick, New Jersey, Schools 

Montclair, N. J., Hillside School 

South River, N. J., School 

Atlantic Highlands, N. J., High School 

Englewood, N. J., School 

Roseland, N. J., School 

Ridgefield Park, N. J., High School 

Guttenberg, N. J., School 

Church of the Holy Name of Jesus, East Orange, N. J., School 
St. Boniface School, Jersey City, N. J. 


St. Joseph’s School, New York 

Church of the Resurrection, Garritsen Beach, N. Y. 
Hornell, New York, School 
Cornwall-on-Hudson, New York, High School 
Scranton, Pa., Schools 

Wilkes-Barre, Pa., Schools 

Forty Fort, Pa., Schools 

Central School, Plymouth Borough, Pa. 
Franklin School, Plymouth Borough, Pa. 
Muhlenberg College, Allentown, Pa. 
Lafayette College, Easton, Pa. 

Morehead School, Morehead, Ky. 


INSTITUTIONS 


Presbyterian Medical Center, New York City 
James Gamble Rogers, Architect 

Baltusrol Golf Club, Short Hills, N. J. 

Y. M. C. A., Elizabeth, N. J. 

North Hudson Hospital, Weehawken, N. J. 

U. S. Government, Fort Monmouth, N, J. 


Passaic County Tuberculosis Sanatorium, Haledon, N. J. 
Camden County Workhouse, Camden, N. J. 

Masonic Widows & Orphans Home, Louisville, Ky. 
Allentown Hospital, Allentown, Pa. 

Tuberculosis Hospital, Pittsburgh, Pa. 


APPROVED AND ENDORSED BY THE FOLLOWING 


New York Board of Fire Underwriters, New York, N. Y. 

Edison Lighting Institute of the General Electric Company, 
Harrison, N. J. 

City of New York, Dept. of Water Supply, Gas & Electricity 

State of New Jersey, Dept. of Institutions and Agencies 

State of New York, Industrial Board, Dept. of Labor 


New York Edison Company, N. Y. 

Brooklyn Edison Company, Brooklyn, N. Y. 

United Electric Light & Power Company, New York, N. Y. 

S. W. Strauss & Company, Investment Bonds, New York, Chicago 
and San Francisco 

Public Service Corporation of New Jersey 


* 
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